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Below: High velocity, double- 
slot hoods effectively pick up 
fumes as formed, remove sis- 


tant piping and exhausters 





llustrating Kirk and Blum’s wide experience 
ind money-saving ingenuity are these installa 
tions in the plant of a large auto accessories 
manufacturer. Three separate systems eliminate 
fumes from pickling and plating tanks, control 
Just in polishing and buffing operations and 
provide accurately controlled heat for enamel 
baking in a conveyorized overhead oven 

These are examples of the hundreds of systems 
designed, fabricated and installed by KIRK G 


BLUM. Turn your dust control, fume removal or 
ow temperature ven problems over to experts 


with 40 year experience 


DUST AND FUME CONTROL SYSTEMS 


INDUSTRIAL OVENS 


The Kirk and Blum Manufacturing Co., 








veyor through direct fired gas oven. 


KURK Blum 


2802 Spring Grove Ave., Cincinnati 25, Ohio 


Above: Dust Collecting System; note flexible connec- 
tions permitting movement of automatic buffing and 
polishing machine. Below: Two-pass monorail con- 
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THE COLLEONI 
Andrea del Verocchio — 1496 


Campo Santi Giovanni e Paolo, Venice 


wee =) 3 
3 } 


fors«mge” 


y | Apbteess: at Venice in March, 1496, “this bronze of 


Colleoni shares honors with’ Donatello’s Gatta- 
melata as one of the greatest equestrian statues in the 
world.”! Almost miraculous is the execution of “the 


Nome mi mem siimrelin meldamelicieielarteueilelitiii cil 
which holds, undiminished year after year, the appre- 
ciation of countless individuals who value superior skill 
above all else. That is the reason why Pax-Lano-Sav 


Heavy Duty has held, for a quarter century, its singular 
position of preference among multitudes of users. It is 
the remarkably skillful formulation of Pax-Lano-Sav 
Heavy Duty upon which is built its record for safety, 
cleansing efficiency, economy and the highest degree 
of superb quality. 


15th century armor Colleoni wears, the saddle and har- 
ness, all beautifully elaborated like goldsmith’s work.””! 
The acclaim for this famous masterpiece, still echoing 
after four and a half centuries, is a phenomenal tribute 


to Verocchio’s matchless skill and artistry. 
'History of World Ar:, 
Upjohn — Wingert-- Mahler 


PAX-LANO-SAV HEAVY DUTY 


GRANULATED SKIN CLEANSER 


ADVERTISED IN MERICAN 


PAX-LANO-SAV*-a superior skin emollient combining lanolin and other special skin normalizers. Mow | 


1 





SSOCIATION PUBLICATIONS 


The Pax trademark symbol- 
izes a deep-rooted tradition 
of superlative quality main- 
tained through a quarter cen- 
tury of continuous research 
and development. 


G. H. PACKWOOD MANUFACTURING CO. - 1545-55 TOWER GROVE AVE. - ST. LOUIS 10, MO. 


Manufacturers of Fine Industrial Skin Cleansers *Tradename of G. H. Packwood Mfg. Co. 


%In addition to PAX-LANO-SAV HEAVY DUTY, PAX also offers the following powdered or granulated quality skin cleansers: 

PAX CORN-TE AX HYSPEED+ DICTATOR SPECIAL PURPOSE + BORAPAX+* SUPER-X*VELVAPAX LIGHT DUTY= 
AX MECHANICS. Also available are PAX WATERLESS and PAX HECTO INK CLEANSING CREAM 
*PAX SKIN CLEANSER ECONOMIZER* DISPENSERSseand many other fine PAX Products. 
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Illustrating Kirk and Blum’s wide experience 
and money-saving ingenuity are these installa- 
tions in the plant of a large auto accessories 
manufacturer. Three separate systems eliminate 
fumes from pickling and plating tanks, control 
dust in polishing and buffing operations and 
provide accurately controlled heat for enamel 
baking in a conveyorized overhead oven. 


These are examples of the hundreds of systems 
designed, fabricated and installed by KIRK & 
BLUM. Turn your dust control, fume removal or 
low temperature oven problems over to experts 
with 40 years’ experience. 


DUST AND FUME CONTROL SYSTEMS 
INDUSTRIAL OVENS 





The Kirk and Blum Manufacturing Co., 2802 Spring Grove Ave., Cincinnati 25, Ohio 















Above: Dust Collecting System; note flexible connec- 
tions permitting movement of automatic buffing and 
polishing machine. Below: Two-pass monorail con- 
veyor through direct fired gas oven. 
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The area of a floor, whether it is congested or open, the type of 
flooring and whether it is easy or hard to clean — these, among 
other factors, determine the floor-maintenance equipment. For 
most effectual, economical floor care, choose accordingly. 


For large-area floors, a combination scrubber- vacuum is the 
labor-saving answer. Finnell’s 213-P applies the cleanser, scrubs, 
rinses if required, and picks up. Has a cleaning capacity up to 
8,750 sq. ft. per hour! 


For small-area floors, a 13” all-purpose machine, such as the new 
713 Finnell, is a wise choice. This machine polishes, applies wax, 
wet- and dry-scrubs, light-sands, applies seal, steel-wools, and 
shampoos rugs! Yet it is priced incredibly low. 


For grease-caked floors, a dry-scrubber with powerful scarifying 
brushes affords the fastest cleaning method. Finnell’s 84-XR, with 
its self-sharpening brushes, cleans grease-caked floors in one- 
tenth the time required when hand-spudding! 


For general use, average duty, substantial savings are effected 
with a 100 Series Finnell ~the machine that’s two sizes in one! 


For general use, heavy duty, with emphasis on polishing needs, 
choose a motor-weighted machine. An 800 Series Finnell gives 
8-way adaptability! ... has safety switch on handle. 


Because Finnell makes machines for every type of floor care — 
and in a wide range of sizes—you can depend on Finnell for un- 
biased advice as to the equipment that’s right for your needs. 
For consultation, demonstration, or literature, phone or write 
nearest Finnell Branch or Finnell System, Inc., 3504 East Street, 
Elkhart, Indiana. Branch Offices in all principal cities of the 
United States and Canada. 


FINNELL SYSTEM, INC. sr 
Pioneers and Specialists in PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 


OCCUPATIONAL HAZARDS 














Volume 12 . No. 6 


IRVING B. HEXTER 
President 


LESTER P. AURBACH 
Vice President 


EDWIN M. JOSEPH 
General Manager 


N. N. GOODMAN, JR. 
Editor 


Address all Communications to 


OCCUPATIONAL HAZARDS 


1240 Ontario Street 
Cleveland 13, Ohio 
Phone: Tower 1-0264 
Teletypewriter: CV-233 


SALES OFFICES 


CLEVELAND 13 
1240 Ontario Street 


NEW YORK 17 
60 East 42nd Street 


CHICAGO 11 
520 N. Michigan Ave. 


LOS ANGELES 17 
1250 Wilshire Boulevard 
Room 403 


Published monthly by OccuPaATIONAL 

Hazanps, Inc., an affiliate of INDUSTRIAL 

PusiisHiInc Co., publishers of APPLIED 

Hypravutics, Dre Castincs, FLow, Inpus- 

TRY & WELDING, COMMERCIAL REFRIGERA- 

TION AND AIR CONDITIONING and THE 

TaxicaB INpUsTRY. Member, Controlled 

Circulation Audit, Inc. Not responsible 

for unsolicited editorial material. 

By SUBSCRIPTION, one year, $3.00 
Single copies, 30 cents. 
Canada: ne year, $4.00. 
Foreign: One year, $5.00 





NB P 


: APRIL, 1950 








“THERE’S PROFIT IN PREVENTION” 


OCCUPATIONAL 


HAZARDS 





CONTENTS FOR APRIL, 1950 








Over The Editor’s Shoulder 4 
New Products : 1] 
What Can Housekeeping Accomplish? 15 
Make Cleanliness Easy 16 
Keep Eyes On Production 21 
From The Floor Up 24 | 
Exhaust System Upkeep —— 
Right Off The Docket diac 
And Sudden Injury iscnaiied? am 
Useful Literature Shane mais 40 
Accidents In The News a2 walt asics 44 
Literature Featured In Ads ...... ieehtdeaal ie 
Advertisers’ Index - siseedientiedenseiatamiass. 
3th Annual Good Housekeeping 
and Equipment Issue 
3 














Better Health 


Better Industrial Relations 


and other 
benefits of 
good house- 


Lower Cleaning Costs 


Lower Maintenance Costs 
keeping 


Less Product Spoilage 


AT LOWER COSTS, IF YOU 
STOP DUST BEFORE IT FLIES 


MULTIPHASE “WET WATER” IS THE EFFECTIVE 
LOWER COST WAY TO DO IT! 


THE 

HYDROBLENDER 
Is all the Equipment you 
Will Ever Need for the 
AQUADYNE System. Al- 
most FREE—It is yours for 
$1 a year* 


Makes “Wet Water” Available 
at any Tap 


The development of the inex- 
pensive AQUADYNE System, 
with its simple automatic equip- 








ment and ease of installation 








makes ‘‘Wet Water” as practi- 
cal to use as electricity. There’s 
no longer any necessity of de- 
bating the use of ‘‘Wet Water”’ 
for any of its proved applica- 
Water + Aquadyne Capsule + tions. It no longer need be 


Hyroblender AQUADYNE . . 
Multiphase Solution — “Wet thought of in terms of special 
Water’ mixing vats, tanks and piping. 
Recommended for 

Dust Control 


Product Wetti is : 
ieee —_ has eliminated all such items 


This revolutionary new system 


Mixing : : 
Washing of capital investment. You can 


and for similar purposes where now afford to try ‘“Wet Water” 
the speed and effectiveness of 


“Wet Water’ is required. for any industrial purpose. 


Literature on request. Ask for it. 


* Yes, you get a Hydroblender on lease for $1 a year when 
you buy AQUADYNE 1,000-gal. ‘‘Wet Water’’ Capsules. 
48 Capsules and Hydroblender make initial order $217. 


AQUADYNE CORPORATION 


220 East 42nd Street, New York 17, N. Y. 

















Preventive Measure 
Editor, 

Regarding Accidents in the News 
(Feb. O.H.), how about guards 
over the exposed gears in which the 
Erie, Pa. worker lost his leg? 

I. Trimmer 
Safety Director 
Koppers Co., Inc. 
Arlington, N. J. 


e Omitted under listed preventive 
measures was the most important 
one: complete enclosure of potential 
dangers. 


More Cold War 
Editor, 

We like your summary (New 
Weapon In The Cold War) as pub- 
lished in February, O.H. You are to 
be commended for this nice pres- 
entation. But we are a little disap- 
pointed that you did not give 
Industrial Medicine and Surgery 
the credit for having first published 
the original articles. 

A. D. Cloud 
Publisher 
Industrial Medicine & Surgery 
Chicago, Il. 


e Our apologies to publisher Cloud 
for not mentioning the sources of 
the original studies discussed in our 
article. Herewith, the entire bibli- 
ography: Arminio & Sweet, Indust. 
Med., Dec. ’49; Brewster, U. S. Nav- 
al Medical Bulletin, Sept. ’47, Jan. 
°49, Illinois Medical Bulletin, Nov. 
49; Murray, Indust. Med. May ’49; 
Tebrock, press release, Indust. Med. 
Jan. ’50; Gordon, Laryngoscope, 
Dec. °48; no author, Journal of 
American Medical Assoc., Dec. 10, 
"49. 


Salamanders 
Editor, 

I am enclosing a clipping from a 
Davenport paper concerning a type 
of accident that is especially fre- 
quent in cool weather. Workers are 
at times careless in letting their 
work clothes become grease and oil 
saturated to such a degree that it 
becomes hazardous if they stand 
near open fires. The use of sala- 
manders therefore becomes a dan- 


(Turn to page 6) 
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Chemical Worker’s SPECIAL 


This sturdy Hy-Test steel-toe safety shoe (H779) is especially 
designed for workers in jobs involving chemicals and acids. 
It combines specially selected materials and construction features 
that make it the best possible leather shoe for 


wear under these conditions... oil impregnated 


Rosite upper, storm welt, brass riveted vamp Another HY-TEST 
seams, Resist-Oil sole and heel, genuine Good- ‘ 
é PLUS 


year welt plus brass nailed sole construction. 
Hy-Test Safety Shoes feature 


one piece Isco-nap vamp lin- 
ings. Isco-nap assures long 
wear, lasting fit and air- 
conditioned comfort. 





1ee Insure Workers’ Feet in Sure Protection 
HY oe Syl SAFETY SHOES 
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SAM IS ABOUT TO 


Slipping accidents will happen — unless a regular program of pre- 
vention is enforced. You can carry out such a program, quickly and 
at low cost, with Wyandotte Zorball*. 


Zorball is the all-purpose floor absorbent that gives an immedi- 
ate anti-skid surface to stained and soaked floors. It absorbs oil, 
water, paint, acids and other liquids that contribute to dangerous 
floor conditions. Slipping and fire hazards can then be literally 
“swept away.” 

Zorball is noninflammable. Even when saturated with oil, it 
resists burning. It will not break down and form “mud,” either. 
It's harmless to fabrics, wood, metals, rubber and to the skin of 
those who handle it. 

Safety calls for Zorball. Why not call your nearest Wyandotte 
Representative for details? 


*Wyandotte Zorball is listed by Underwriters’ Laboratories, Inc. 





WYANDOTTE CHEMICALS CORPORATION (Cy Myandotte 


WYANDOTTE, MICHIGAN e Service Representatives in 88 Cities 














LETTERS 





Continued from page 4 


gerous practice. 


Sidney E. Garry 


Davenport, Iowa id 
e The news clipping sent by reader is 
Garry: Lucio Limon’s clothes caught | 
fire while he was eating his lunch i 
near a bonfire . .. He was dead | 
when aid arrived. t 


Safety Films 
Editor, 

We are interested in any data you 
may have on safety films. Please f 
advise us whether the Jam Handy f 
Organization is one to contact on 
this subject. Any other information 
you may have will be appreciated. 

John A. Turk 
U. S. Metals Refining Co. 


Carteret, N. J. 

@ The Jim Handy Organization can 
undoubtedly help you on this mat- 
ter. We might refer you also to the 
following: Commercial Films, Inc., 
Cleveland; Capitol Films and Castle 
Films Divisions, United World 
Films, Inc., N.Y.C.; National Safety 
Council, Chicago; Techni - Sound 
Safety Films Div., All American 
Safety Equipment Co., Chicago. 


No Index 
Editor, 

I have made it a practice for a 
number of years to have O.H. bound 
in book form each year. Do (you 
publish an index for each volume of 
the magazine and, if so, do you have 
one for volume 11 which you could 
send me? 

Edward B. Landry 
@O.H. has not, in the past, been 
indexed. 





The “Gimmick”? Dept. 


The most interesting part of 
our mail is that bringing “*gim- 
micks,”’ novel ideas, applications, 
gadgets for worker safety and 
health from across the country. 
You will find examples of such 
gimmicks on pages 33 and 37 of 
this issue. We’d like to run a 
photo and brief description of 
your latest safety wrinkles tov: 
send them to Dept. G, Occupa- 


tional Hazards. 
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@ CESCO Super-Safety lenses are 
guaranteed to equal or exceed federal 
specifications for optical qualities and 
resistance to impact. In the laboratory, 

CESCO cup-type safety goggles withstand severe 
impact tests. On the job, hundreds of thousands 
of CESCO goggles have proved their strength and wa” . adi J 
quality in use. You find them in plants where CESCO spectacle-type goggles, 
safety standards are the highest. Add comfort and with or without sideshialds, feetwre the 
durabilityas additional features of CESCO goggles er ee 

and you conclude: For Safety, use CESCO. Avail- | 

able with clear or filter lenses. Write for catalog 3 R Fé! eee 
showing CESCO’s full line of safety goggles. Send your name on company 
letterhead for CESCO’s handy a 


CHICAGO EYE SHIELD COMPANY vert paces neniiagl 


2308 Warren Blvd. e Chicago 12, Ill. 





























OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Detroit, East Orange, 
Houston, Los Angeles, Montreal, Philadelphia, Pittsburgh, Seattle, St. Louis, St. Poul, Toledo, Tulsa 
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ADVANTAGES of WET-TYPE 
DUST COLLECTORS | 


Recent developments have uncovered many 
new uses for Wet-Type Dust Collectors. Now, 
more and more industries are taking advantage 
of the many features offered by this method. 
HEAT SAVINGS, FLEXIBILITY, and GREATER 
SAFETY are but a few of its benefits. 








“Hydro-Whirl” offers these and more. Simplic- 
ity and compactness of design and rugged 
construction combine to provide EASIER 
MAINTENANCE, LONGER LIFE and GREATER 
EFFICIENCY. 


¢ Write, wire or phone for details on how to make your problems 





pay dividends in added safety and increased production. 


Ask for Technical Bulletin 101. 


Tet FinM ne Leguipment —In Any Tndustry — 90s 


PETERS- DALTON . 








Give Workers the Protection They Need 
in a Lightweight Goggle They'll Wear 


Light and comfortable, yet strong and durable, the 
AO F9200 Ful-Vue Acetate Goggle is protection safety directors 
and workers see “‘eye to eye’ on. Tough, heat-treated AO Super 
Armorplate lenses give maximum frontal protection while rugged 
acetate side shields give utmost protection from particles striking 
laterally. The perforated shields ventilate the eye areas and |) 
prevent lens fogging. Your nearest 


AO Safety Products Representative American 0) ( pt ic 


can supply you. 


SAFETY PRODUCTS DIVISION 


AO 
FUL-VUE 


Acetate 
‘ezeketea & - 


P QUICK FACTS 


High set end pieces keep hinges and temples 


from blocking vision. 


Light but strong keyhole bridge has ample face 


form for added protection and comfort. 


Lenses are orbit-shaped—conform to and 


cover eye for maximum utility and appearance. 


Nose pads have broad bearing surfaces for 


extra comfort. 


Available with comfort cable temples (metal 

core for easy adjustment) or skull temples (extra 

strong wire core, acetate-enclosed). 

Lenses are 6 Curve Super Armorplate clear or 
Calobar types in medium, dark or 
extra dark shades. May be fitted with 


-} | Super Armorplate lenses accurately 
« 


ground to worker’s own prescription. 


Southbridge, Massachusetts + Branches in Principal Cities 
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Men know the name Thom McAn ... know and 
respect it. More millions of them wear Thom McAns than 
any other shoe. No wonder so many turn to the same 
brand for protection that they already depend 
on for good looks, long service, comfort, 
thrift. No wonder they wear these 
safety shoes willingly...and keep 
wearing them. No wonder 
Thom McAns help keep 


safety records safe! 






More than 14 million men will 
be in the stands at the opening 
of the 1950 baseball season. As 
in any crowd, more of these men 
will be wearing Thom McAns 
than any other shoes. 












$-4355 — Woven 
moccasin type in 
chestnut brown 
with leather sole 
and rubber heel. 
Three similar 
moccasin types also 
available. 


SOLD 2 WAYS 


1. Stocked for your men in 
Thom McAn stores. 


2. Sold direct to plants. 


Details of this service, plus information on the 
4-way employee purchase plan, and the Thom 
McAn safety shoe features, should all be on your 
desk. Just write us and we'll see that they get there. 


THOM MCAN SAFETY SHOE DIVISION 


25 West 43rd Street, New York 18, N. Y. A DIVISION OF MELVILLE SHOE CORPORATION 
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NP 1 Small Area Scrubber 
Finnell System, Inc. announces a 
self propelled combination unit for 
small-area buildings, up to 15,000 
square feet. Like Finnell’s larger 
















































combination machines, this scrub- 
ber-Vac—the 418P—applies cleaner, 
scrubs, rinses and picks up, all in a 
single operation. By eliminating the 
separate picking up, etc., the Finnell 
unit saves approximately two thirds 
of the time required by convention- 
' al 15 to 18 inch polisher-scrubbers. 
a The 418P handles both wet and dry 
' work, can be leased or purchased. 
For further information, circle 
| NP 1 on the postage-free reply 
» card bound in this issue. 








| NP 2 Dry-Sanitizer 

: High speed hand drying and 
simultaneous sanitizing by ultra- 
violet is accomplished by the new 
Steri-Dri Electronic Towel. Com- 
pletely electronic in operation con- 








serves washroom space, eliminates 
the need for towels and wastepaper 
containers. It fits on any wall, re- 
quires no structural changes or spe- 
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UP FRONT THIS MONTH 


Here are the latest labor and dol- 


lar savers to help in planning and 
execution of housekeeping pro- 
grams. These new developments 
are tailored to aid in keeping 
plants cleaner, safer, healthier, 
more efficient. 





cial wiring. The device goes into 
action when the hands are placed 
in the drying aperture beneath the 
machine, activating infra-red heat- 
ing and ultra-violet bacteria de- 
struction. Simultaneously, ozonat- 
ing action destroys washroom odors. 

For further information, circle 
NP 2 on the postage-free reply 
card bound in this issue. 


NP 3 Water Wetter 


Aquadyne Corp. announces the 
Hydroblender, a device to “wet” 








water for highly effective control of 
dust in industrial cleaning. The 
unit connects to raw water supplies, 
passes the water through a tube 
containing the water-wetting com- 
pound. The treated water is then 
delivered to use: the greatly re- 
duced surface tension wets down 
dust from which normally water 
would run off, preventing dusty at- 
mospheres and facilitating sweep- 
ing. Each of the capsules, provided 
with the Hydroblender, will make 
1,000 gallons of “wetter” water. 

For further information, circle 
NP 3 on the postage-free reply 
card bound in this issue. 





NP 4 Extinguisher Decals 

To help identify and locate the 
correct fire extinguisher in a hurry, 
The Meyercord Co. reports the de- 


EXTINGUISHER 








WOOD - PAPER 


RUBBISH 
GAS - OlL - CHEMICAL 


ELECTRIC-GAS-OlL-CHEMICAL 





velopment of three new decal sets 
for positive selection of different 
extinguishers. A large (8 by 9 inch) 
decal is supplied for application to 
the wall above the extinguisher, 
and a smaller (1% by 2 inch) one 
for the extinguisher itself. Appro- 
priately colored, the decals identify 
in three ways: by color code, by 
design and by printed instructions 
for proper use. 

For further information, circle 
NP 4 on the postage-free reply 
card bound in this issue. 


NP 5 Aluminum Scaffold 

The new “tube and coupler” scaf- 
fold, product of Up-Right:Scaffolds, 
can be assembled anywhere, accord- 
ing to the manufacturer, in any de- 
sired shape. Featuring low weight 
—and resultant ease in handling— 











the scaffold claims 1/3 greater 
strength than iron pipe tubing of 
the same diameter. Rapidly set up 
and dismantled, the scaffold will 
carry over 75 lbs. per square foot 
with a safety factor of 4, exceeding 
all safety code requirements. 


(Turn to page 38) 

















ACCIDENT is always lurking, ready to 
stab a man in the back. 


To help educate and safeguard those who 
work with machinery—to work safely—is 
the purpose of Stonehouse Machine Haz- 
ard Signs. 









CAUTION 
DONT START 


OUT OF ORDER Like other Stonehouse Signs, these are 
, made in accordance with American Stand- 
ards Specifications . . . the only authentic 


standards. 


STONEHOUSE SIGNS 


For Accident Prevention 


Untold thousands of them are in use thru- 
out Industry, helping to save lives, safe- 


















MEN WORKING guard investment. 
DONT START 
Vee SIGNS. 
MANUFACTURERS 
Stonehouse Building Denver 4, 
Stonehouse complete Catalog No. 8, 64 9th at Larimer Colorado 


pages, in full color, is free on request. 


a 
a 

F 
a 


**Stonebouse Signs Since 1863” 


ACCIDENT PREVENTION SIGNS IN STANDARD COLORS AND DESIGNS 
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An outstanding value... Take a highly popular safety 

shoe pattern, the moccasin oxford. Add the flexibility of 

a woven vamp. Perforate both vamp and shoe lining for 

air-conditioned comfort. Mold a one piece back into the 

pattern for a smooth ankle fit. Make the stitching bold 

and decorative. For extra wearability, sole this shoe with 

famous, durable “Neolite’’. Now you have an outstanding 

safety shoe—the new Iron Age ““Moc-Weave’’. Here’s 

the top value leader in steel toed protection for 

spring and summer wear. It will sell on sight to 
style-conscious men in industry. We invite you © NEOLITE SOLE ADVANTAGES 

to anticipate your requirements now. In Far outwears leather— yet light in weight. 

stock for immediate delivery, Non-skid, for greater safety. Most com- 

fortable—needs no breaking in—25 steps 

prove it. Does not mark, forms firm plat- 

form for the foot. Not rubber, not leather, 

not plastic. Completely waterproof, insu- 
lates against heat or cold. 











No. 614 
Sizes 5-12 
Widths A-E 
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Charley Grecco has a soft spot in his heart for Lehigh 
Safety Shoes. This one saved him from being crippled 
track of a 
bulldozer when the machine slipped in gear and start- 


” 


for life! He was standing on the “cat 


ed to roll. His shoe was gripped in the treads... 
mangled against the frame! But Lehigh’s extra-tough 
construction proved its worth again. The steel toe box 
was barely dented. The sole-leather counter kept the 
back of his foot from being sheared off. The “cat” treads 
gouged through the double leather sole...but stopped 
against the steel arch-shank underneath. When he got 
the shoe off, Charley had a couple of bruises...nothing 
worse. Want guts ‘in your safety shoes? This is how 
LEHIGH builds them all! 


lyst oul, today for 


NEW Catalog No. 15 with 
AZ different styles of 
safety shoes and boots. 

It's free. 
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What Can 
Housekeeping 


Accomplish? 


General Electric Co 
PLANNING for housekeeping efficiency at Greist Mfg. Co. Experts 
are called in to map both routine-(periodic) and project (continuing) 





chores to assure safe, efficient work. 


HE dirty plant is a dangerous place to work and an 
T inefficient one to manage. Cluttered, poorly ordered 
work areas reflect supervisory apathy and produce 
worker sloppiness, low morale. These, in turn, are 
major causes of high accident frequency rates, excessive 
absenteeism, poor production. Each of these factors 
contributes to a higher cost of doing business, often 
difficult to evaluate and identify; but, still as costly as 
damaged machinery. 

It is the function of plant housekeeping to eliminate 
such added costs in the same way that regular main- 
tenance and service cut equipment operating costs. 
Properly applied, a housekeeping program will produce 
e A safer, healthier place in which to work. 

e Increased, more efficient production through high 
worker morale and easier operation. 

e Lower building and equipment maintenance costs. 

e Better labor relations. 

Housekeeping, though an intangible when it comes 
to measuring benefits, is conspicuously expensive when 
absent: it is difficult to assess the savings due to well 
ordered storage areas; but, if poorly stacked stock falls 


13th 
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and injures a worker, the dollar-and-cents cost is easily 
seen. 

For this reason, housekeeping is often overlooked in 
plans to improve plant production. To pay off, it can- 
not be a “that aisle is dirty, let’s clean it” approach 
Rather, housekeeping must constitute an organized, 
continuing program. While production phases of indus- 
try have become increasingly mechanized, with pro- 
gressively decreasing labor expenditure; labor costs still 
run as high as 95 per cent of total housekeeping expense 

To cut this cost, plants can employ the most efficient 
equipment available for each task and do a thorough 
planning job to best utilize housekeeping manpower. 
First step in such a plan is the division of areas by type 
of construction and process requirements. Next, a 
survey of all equipment and surfaces is needed to show 
just what housekeeping work must be done. Third, 
experience will tell how often each job must be done 
and how long it should take. Then, job assignment and 
close supervision are required to accomplish the goal. 
Last, a rating system must be applied to measure the 
success of each phase of the program. 


Annual Good Housekeeping and Equipment Issue 





























UPKEEP costs are kept down in Cleveland Graphite Bronze Corp. washrooms which were built for easy cleaning. Wash- 
fountains free wall space, towel fixtures leave floors uncluttered. Note extra soap dispensers for heavy-duty cleanser. 


O the washrooms pictured on these pages seem to 
D belong in country clubs instead of industrial 
plants? They don’t, and the sound reasons for such 
plant installations are the basis of all hygiene programs. 
Adult workers supposedly have firmly developed per- 
sonal hygiene habits: these are more than ever neces- 
sary at work, as being remiss in personal cleanliness is 
far more likely to produce uncomfortable, expensive re- 
sults in a plant than it would at home. Control of dust, 
oil and grime dermatitis sources begins on the job—at 
the machine—but elimination of these health threats is 
attained, to a large degree, through correct use of ad- 


equate sanitary facilities. 

Educational programs advising workers to use the 
special soaps and ointments provided and to shower 
daily after exposure to specified dangers are all very 
well, but they go unheeded unless the facilities to make 
their use easy and convenient are provided also. If the 
simple act of washing hands before the noon meal re- 
quires waiting in line or using a dirty sink, it soon be- 
comes more of a bother than it is worth to the worker. 
Who can blame a man for refusing to give up one-third 
of a 30 minute lunch period simply to wash his hands? 
The answer to this question can be seen at many well 


GOOD HOUSEKEEPING MEANS 


CORRECT SANITATION 





OCCUPATIONAL HAZARDS 














pees: Ooera Ne 





planr 
room 
cafet 
sult: 

at th 
and | 


Plan 

G 
guar 
facili 
is to’ 
roor 
sulta 
inals 
open 
clear 

E 


Det 


lot 


ar! 





API 

















oo Ss *& O 


To protect worker health, keep 


sanitation standards, you must 





MAKE CLEANLINESS EASY 


planned plants. One, a brand new building, has wash- 
rooms conveniently adjacent to the centrally located 
cafeteria with washstands in easily accessible rows. Re- 
sult: a worker can leave his job anywhere in the plant 
at the noon whistle, wash, go through the lunch line 
and be sitting down to his meal in just seven minutes. 


Plan for Cleanliness 

Giving workers the sanitation tools with which to 
guard their health calls for planning at the outset to 
facilitate frequent, inexpensive maintenance. The trend 
is towards getting fixtures off the floor, so that wash- 
room clean-ups do not entail mopping around and re- 
sultant missing of disease breeding places. Closets, ur- 
inals and recessed waste receptacles which leave floors 
open minimize the time and cost of keeping washrooms 
clean. 

Enough washstands, closets and showers to handle 


Dermatitis is scuttled by attractive wash 


WOMEN’S washroom at Graphite Bronze 
lounge. 


below) adjoins 
fixtures are 
arranged for quick cleaning. SHOWER room (right) is used 


by over 250 workers daily to remove dermatitis danger. 


Towel container, waste receptacle 
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heavy traffic at peak periods must be provided, as 
should enough of the right cleaning materials. If more 
than one kind of soap is needed, due to special derma- 
tatis threats of some jobs, they should be plainly mark- 
ed: otherwise, the heavy duty cleaner may go unused 
by those workers for whom it is intended. A’ recent 
“epidemic” of skin trouble at a large steel fabricating 
plant points out the need for provision and supervision 
of the right hand cleaners. When hygienists were called 
in to locate the source of the dermatitis, they covered 
the plant from top to bottom without turning up a clue. 
On a hunch, they checked the workers’ lockers. There, 
they found that a large number of men brought in an 
irritating bar soap to get rid of grime. When this prac- 
tice was stopped, and approved soaps were provided at 
the washstands, the dermatitis disappeared. 

Other cleaning headaches that can be eiiminated by 
planning include placement of fixtures and lockers. By 


rooms 
































Health up maintenance costs down with modern facilities 


BEFORE modernization, Amer- 
ican Laundry Machine Co. 
washroom was a_ tangle of 
plumbing and plugged drains. 
128 sinks are shown in this 
photo: 256 faucets to keep in 
repair, plus problem of cleaning 
obstructed floors 


AFTER remodelling, the same 
room is unobstructed, easy to 
clean. Ten fixtures accommo- 
date the same number of work- 
ers, eliminate faucet headaches 
with foot-controls, soap dispen- 
sers over center of sink. 


separating shower rooms from wash and toilet facili- 
ties, heavy cleaning is localized. This practice also en- 
courages workers to wash more frequently, discourages 
loitering. Lockers that are fitted flush to the floor 
leave no room for dirt to accumulate. Sloping tops, in 
well ventilated rooms, likewise deter dirt collection. 
Glazed tile walls are for ideal washroom use: they re- 
quire no periodic painting, improve area appearance 
and decrease cleaning time. If brick walls are used, 
they should be kept covered by a good grade of paint, 
as unpainted brick presents a rough surface which at- 
tracts dirt and is difficult to clean. Low ceilings in- 
crease accessibility of all areas for cleaning, permit the 
installation of locker on permanent bases built flush 
with the ceiling. This removes the locker top as a 
collector of dust. 


Athlete’s Foot 
While a discourager of most skin troubles, the 
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Bradley Washfountain Co 


modern washroom is often the point of dissemination 
for athlete’s foot. The gist of current medical thinking 
on the subject indicates that the disease results largely 
from a lowered resistance to germs which are continu- 
ally present, rather than from exposure to new germs. 
The chief danger of this annoying disease is that it pro- 
duces skin cracks through which more severe secondary 
infections can attack the system. Preventive measures 
are, therefore, of utmost importance in industrial hy- 
giene. If disinfectants are provided, they should be 
approved first to make sure that they do not produce an 
irritating effect on the skin, and weaken it to the ath- 
letes foot fungus. One way to minimize chances of 
infection, is to toughen the skin, making it poor “soil” 
for the fungus’ growth. Many plants use this method, 
employing a highly concentrated mineral salt solution 
which toughens the skin without danger of irritation 
or toxicity. 


(Turn to page 36) 


OCCUPATIONAL HAZARDS 


eR TET es 

















with WEST LAN-Q-KLEEN HAND CLEANER... 


(contains protective lanolin) 


Up or down? Which way your profits go may depend 
on your production efficiency. That means vigilance 
against the man-hour losses resulting from industrial 
dermatitis. Here’s where WEST LAN-Q-KLEEN HAND 
CLEANER proves invaluable—for it gives your work- 
hands good protection against the costly effects of 
various skin irritants. 

A quick-acting, thorough cleaner—LaN-O-KLEEN 


contains no harsh ingredients or excessive alkali. Pre- 


pared of a fine cornmeal base, it effectively removes 
deep-rooted grit, soil and grime—yet it’s gentler on sen- 
sitive skins. Nor is that all! LAN-O-KLEEN is super- 
fatted with a higher percentage of soothing. beneficial 
lanolin than are ordinary super-fatted soaps. Impreg- 
nated into LAN-OQ-KLEEN by an exclusive process, this 
lanolin has been proved to have a retarding effect 
upon the defatting action of soap. As a result, the 


skin gets added protection against natural oil-losses. 


LAN-O-KLEEN, in powder form, is dispensed through an economical soap dis- 
penser especially designed for the product. Numerous: plants have made it a 
wash-up standby. We'll be glad to show you how your plant can profit by it. 


SEND FOR FREE SAMPLE 


WEST ecngang 


42-16 West Street, 
Long Island City 1, N. Y. 


WEST DISINFECTING COMPANY 
42-16 West Street, Long Island City 1, N. Y. 


Gentlemen: 


Name_____ 








Please send me a free sample carton of LAN-O-KLEEN. 


8 Eee 





Company 
Address 





City State 
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: MonoGoggle * 
Front and side protection 








All You Need in Plastic Face 
and Eye Protection is made by 


LSO 


ey, 
AY 

















FeatherSpec* for Protecto-Shield * 
light operations Full tace protection 





WD L ‘ LSC SON] 


Dependable Products Since 1870 


These three types of protective devices, all with one-piece plas- 


tic lenses or visors and each with many variations, give youa 
wide selection to meet specific requirements of work hazards. 
Their light weight and comfortable fit insure workers’ wil- 
lingness to wear them for long hours on the job. Complete 
information on plastic protection and other eye and res- 
piratory safety equipment is available in the new WILLSON 
catalog. Get your copy from our nearest distributor or 
write direct to WILLSON PRODUCTS, INC., 209 Washing- 
ton Street, Reading, Pa. 





*T.M. Reg. U.S. Pat. Off. 
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Inspect these places: 


WALLS—form the background 
for all tasks performed in the 
plant. 


CEILINGS—are the reflectors 
for correctly chosen light fix- 
tures. 


MACHINES — should attract 
workers’ attention, not distract 
it. 


AISLES and storage areas — 
well marked, they speed safe 
work, 


SWITCHES and danger points 
—accents can be life savers. 








Housekeeping for safety calls for a 


check on color and light to 


KEEP EYES ON PRODUCTION 


HE standard catcher’s taunt, “You can’t hit it if you 
a aan see it” might be applicable to industrial safety 
directors as well as to baseball batsmen. A light meter 
check through many plants would produce surprising 
results: workers’ vision is endangered and their imme- 
diate safety threatened by the lack of sufficient light on 
their jobs. And equally important to safe production is 
not only the amount of light, but the kind of illumina- 
tion provided. Lighting quantity requirements are easily 
determined (see chart on next page); however, making 
sure that enough of the correct quality of light is avail- 
able demands careful study involving overall plant 
painting and lighting fixture arrangement plus regular 
maintenance schedules. 


Functions of Color and Light 


Color and light team up to furnish definite added 
values in production. They have little or nothing to do 


ejele} oma le) 8h) 3.43341, [emi 7.4) hb 
SAFE VISION 
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General Electric Co. 


with decorative effects, but are integral parts of indus- 
trial processes. Easier, safer vision is the number one 
factor; but also important are the morale and house- 
keeping advantages of a correctly painted and lighted 
work area. 

A good system will furnish enough light on the task 
to be performed and will maintain it comfortably, mini- 
mizing direct glare and distracting contrasts. Back- 
ground colors should be, where practical, nearly as 
bright as the work itself. Results from well planned 
and maintained lighting systems are easily seen. Exam- 
ples: a machine shop department with new lighting 
fixtures averaged 19% fewer rejects than another de- 
partment before new lights were installed. One com- 
pany reported 425 accidents in one year, 170 the next 
after installation of daylight level lighting. A textile 
mill increased production 9%, cut mending cost 33%, 
with the completion of a modern light and color instal- 
lation. 




















The psychological effects of different colors is well 
known: blues and greens are cool tones, tend to soothe; 
red and orange are stimulants, making cold rooms 
warmer. Painting plans should follow an appraisal of 
existing facilities and an evaluation of the desired effect. 
Whatever colors are chosen should be standardized— 
the same wall, machine, ceiling colors throughout all 
similar areas—in order to cut paint and maintenance 
costs. Warm plant areas are usually shades of blue or 
green, while cool areas find browns and buff com- 
fortable. General Electric Co. uses both of these color 
combinations in its plants: both call for white ceilings 
to reflect as much of the light as possible (75 to 80%). 
The hues are graded downward from the ceiling, from 
lighter to darker tones, so that the minimum reflection 
(25 to 35%) is at the level of the machine or work to 
be done. The white ceiling produces a minimum con- 
trast between lighting fixtures and painted surfaces. 


Machine surfaces have been found to be ideally 
painted light gray. Time studies using various hues 
showed unit production time from this neutral back 
ground to be one third less than others. Being adjacent 
to the actual work area, machine surfaces have an im- 
portant bearing on safety and eye comfort, as do lower 
wall surfaces. Buff on moving parts and the critical 
work areas of machinery serves to focus attention on 
the job to be done without causing eye strain. Well 
planned machinery color application tends to diminish 
nervous tension, headaches and fatigue. 


Safety Color Standards 
Aside from the important functional uses of color, 


colors are also commonly used as danger signs, to point 
out physical hazards. The American Standards Associ- 


ation has adopted such a code of uniform applications 
and meanings for different colors (Z53.1, 1945) whict 
should be followed in calling attention to potentia 
dangers. Sign and pipe-marker manufacturers carry 
these colors in their products. 

As in accident prevention aid, the code should be 
followed uniformly and all workers should be familia 
with it. 

e Red identifies fire protection equipment and appar- 
atus. Alarm boxes, buckets, extinguishers and equip- 
ment locations are painted red, or bear red markings. 


e Yellow is the caution color, marking physical hazards 
such as: striking against, falling, tripping. Solid yellow 
yellow and black stripes and checks may be used inter- 
changeably, depending upon which produces the best 
attention-getter. Accent colors on machinery, stair 
risers, guy wires, etc. are typical uses of this color. 
e Green designates safety equipment and first-aid ma- 
terials. Gas masks, stretchers, safety showers, etc. are 
quickly identified in this way. 

e Black or white, or combinations of the two, are 
housekeeping and traffic markers. All aisles should 
be clearly marked with them, as should direction signs. 
In housekeeping applications, white indicates location 
of refuse containers and specifies what type of waste 
is to be thrown in each. Several plants paint corners 
of rooms white also: this makes dirt accumulation in 
these areas readily apparent, encourages keeping floors 
clean. 

e Blue and orange are frequently used also as safety 
colors. Blue may be placed on switches, ladders and 
other items which are not to be moved, while orange 
points out moving dangers and temporary conditions: 
cutting knives, the inside of fuse boxes, etc. 


How much light does the job require? 


Recommended Lighting Levels 


VERY difficult seeing tasks, in- 
volving fine detail, for long 150 ft-e 
hours 


DIFFICULT and critical seeing 
jobs, including all precision 
work 


ORDINARY seeing tasks; pro- 
longed work with moderate de- 
tail. 


CASUAL seeing areas, where 
uneven surfaces are present. 


ROUGH seeing areas, in which 
movement is_ infrequent or 
channeled 





General Electric Co. 
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Care must be taken not to dupli- 
cate safety and code colors for deco- 
rative purposes. Also, remember 
that background contrasts determine 
the appearance of accent colors. Im- 
proper placement may nullify the 
safety color values easy, fast iden- 
tification. 


Lighting Equipment 


Fluorescent lamps, due to their 
low brightness, large area illumina- 
tion and long life have gained great 
popularity for industrial use. They 
are especially effective for lighting 
large plant areas, mounted either 
high or low. Incandescent lamps, 
are well used to highlight small 
areas and retain popularity through 
their flexibility of size, application 
and low initial cost. The blue-green 
color of mercury lamps combines 
well with incandescents in high 
mountings, but requires care in 
shielding to prevent glare. 

Fixture economy is often over- 
emphasized in the selection of light. 
Since overall seeing effectiveness is 
the goal, it is wiser to choose the 
general class of equipment that will 
produce this objective (direct, semi- 
direct, indirect, etc.), then select the 
fixture which best fits lighting re- 
quirements. 


(Turn to page 36) 











areas. 


Examples 


EXTRA fine assembling and 
grading, speed work with low 
contrast. 


FINE assembling and finishing 
on machine and bench opera- 


tions. 


OFFICE work and general ma- 
chine shop work, medium de- 


tails. 





washrooms, _ re- 


STAIRWAYS, 


ception rooms and other service 


HALLS, corridors, passageways, 
and inactive storage areas. 
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Here is What Color Does... 


. . . to make machines safer 





Du Pont 


CRITICAL areas are camouflaged by drab paint job (left). The material being 
worked is the same tone as the machine. After color correction, (right) buff 
spotlights moving parts, brings work into sharp contrast. 






- . « to improve visibility 










LIGHTING values were boosted by 30 footcandles with the addition of a coat 
of white paint (right) to walls and ceilings. Dangerous shadows (left) were 
eliminated, depressing work atmosphere was removed at Simonds Saw Co 





Two examples of the manner in which correct color selection 
serves to make plants safe and productive are shown above. It is im- 
portant to note that all photos are unretouched and that no changes 
were made in either example, other than the application of new 
paint as indicated by the specific need. 






























Pay special attention to a major 


accident threat. 


Housekeeping starts 


FROM THE FLOOR UP 


part; and, as hazards, they dish out the largest num- 
ber of accidents. The importance of keeping them in 
good condition is indicated by injury statistics: by far 
the largest number of falls take place on level surfaces. 

Major surface defects are invitations to trouble, both 
from worker falls and wheeled equipment upset. Chip- 
ped concrete, cracked wood blocks, loose tiles must be 
repaired at once. Part of regular inspection routine 


sa es take the greatest punishment of any plant 


Here is how two large plants keep floors 


safe, ready to carry production loads 
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should be a check for these defects, and their correction 

should receive emergency priority. } reg 

Scheduling Maintenance } As 

Frequency of maintenance and type of operation me! 

must be determined in each department. While a sug- cha 

gested pattern for this work is given below, it can not s 6 the 

fit the exact requirements for all plants. Factors to be i par 

considered in setting up a floor maintenance schedule [} ma 

are: first, the floor surface itself; the nature of the . tha 
{ 





Caterpillar Tractor Co., and Chevrolet’s new Parma, 
Ohio, plant offer examples of sound floor care programs. 
Factory aisles, alone, give Caterpillar 750,000 square feet 
of cleaning problem, while the 33 acre expanse of the 
Chevrolet single-building plant contains nearly a million 
and a half square feet of floors. Both plants carry on full 
time housekeeping activities, during the regular working 
shifts: Well trained operators and experience-tested 
equipment make this work possible without production in- 
terference. Major heavy production areas are wood block 
flooring, with asphalt tile and linoleum in offices, concrete 
in personnel traffic ways and plant restaurant. 





Asphalt Tile 3 
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Daily dry mopping. Weekly, or more fre- [Absort 





Primary — — _— ~ cea with ide 
° a mild soluble alkali cleaner and me- room 
Housekeeping : ape 
chanical applicator. Touch-up on wax [R'"g 0 
as required. treque 
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Secondary Protective coat of water emulsion wax Regul 

H e with mechanical applicator. Removal : 
ousekeeping osote 


with strong alkali cleaner and re-wax. 
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work and traffic density on it; availability of equipment 
and maintenance crews. 

The schedule arrived at for each floor surface must 
be flexible enough so that special needs can still be met. 
New production lines, special work in temporary condi- 
tions may call for extra floor cleaning help. Mechaniza- 
tion has proved especially valuable in this respect: 
equipment can be dispatched when needed and do the 
job quickly, without disrupting other maintenance 
chores. The major benefit of mechanical floor main- 
tainenance aids remains, of course, their part in whack- 
ing down the tremendous labor cost entailed in 
housekeeping and maintenance operations. 

Personnel organization might well differ from the 
regular pattern of a maintenance or housekeeping crew. 
As floor cleaning requirements will vary from depart- 
ment to department, some plants place one man in 
charge of a given areas housekeeping. He may operate 
the mechanical dry scrubber or other equipment in his 
particular area. More frequently, the department fore- 
man contacts the maintenance department for other 
than scheduled operations. 





GOOD HOUSEKEEPING 


MEANS 
SAFE FLOORS 





The amount and type of traffic on a floor surface is 
an important consideration in establishing schedules for 
cleaning. Whenever possible, equipment should be used 
when production tools are not in operation. Hand 
brooms and mops can get in close to machinery with a 
minimum of production interruption, while mechanical 
sweepers follow up. Weekly, or as required, use of 
mechanical scarifiers then prevents dangerous gummy 
build-ups and slick spots. Absorbent compounds are 
commonly used around machines to make the clean-up 
job easier, keep a safe footing until the sweeper’s sched- 
uled arrival. 

Surface Differences 

Most successful results in selection of cleaning com- 
pounds are obtained following consideration of different 
surface characteristics. Number one rule in this respect 
is to use the most efficient cleaner available that will 
not deteriorate the surface of the floor. 

The so-called “soft” surfaces—asphalt tile, linoleum, 
wood, etc.—are generally best cleaned with mild soluble 
alkaline cleaners; while abrasive ingredients are needed 
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Caterpillar Tractor Chevrolet 
Wood Block Concrete 
fre- [Absorbent compound around cutting machinery to prevent Daily sweeping and mopping with mild abrasive alkali cleaner. 
ith [islipperiness. Twice daily sweeping around machines with Weekly dry scrubber application. In plant cafeteria and kitch- 
ne- [broom and small mechanical sweeper. Daily mechanical sweep- ens, sweeping three times daily and mop with disinfectant 
vax [Bing of all areas, with equipment available if needed for more cleaner. Cleaner is allowed to remain on floor several minutes, 
frequent use. rinsed clean. 

Ox Weekly use of scarifier to remove gum and grease build-ups. Regular inspection for chipped or rutted surfaces: repairs as 
val Regular inspection for missing, loose and chipped blocks. Cre- required with resurfacing compound. Strong alkali abrasive 
- osote applied as sealer as required. Aisle markings renewed. cleaner to remove stains. Asphalt sealer on outside walkways. 
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for “hard” floors—concrete, tile, terrazo. Harsh mater- 
ials will destroy the appearance of rubber tile and 
linoleum, and in time cause these surfaces to lose their 
resiliency. Water should be used sparingly as it is 
absorbed by the backing material, can cause deteriora- 
tion of linoleum surfaces. Cork flooring too, holds up 
best when water application is kept to a minimum. 
Asphalt tile, as susceptible to abrasives as the above- 
mentioned surfaces, is not affected by acids or alkali. 


Wood Flooring 

Hardwood floors tend to swell and warp from con- 
stant use of excess water in cleaning. Strong alkali, like 
water, raises the grain. A protective wax coating on 
these surfaces will enable periodic wet mopping to keep 
the floor clean. A mild alkali cleaner will not disturb 
the wax: a stronger alkali can be used to remove it for 
new applications. 

Concrete, the most commonly used hard flooring, can 
be cleaned with rather strong alkali materials thinned; 
but acids should be avoided. Marble is similarly injured 
by acid cleaners. Some plants use an asphalt-base sealer 
on concrete surfaces, especially those that are exposed to 
the elements, which gives a more resilient top and 
extends the life of the floor. Terrazo and marble are 
attacked by acid, sometimes resulting in chipped 
surfaces. 


For most floor maintenance, a compound mild al- 
kali detergent—either soluble or with abrasives, de- 
pending upon hard or soft floor use—will be generally 
acceptable. Such compounds provide the advantages of 
all constituents while preventing the harmful action of 
their use alone. The acid cleaners find good use in 
special applications: removing hard water film and 
stains and “flowering” on cement and tile. 





Function of Wax 

The main benefit of waxing surfaces has little or 
nothing to do with beautifying them, rather it is an ex- 
cellent preservative. As a lubricating layer between 
floor and dirt, wax permits easier removal of soil from 
all surfaces and provides a safe, slip-resistant top. A 
good wax, aside from the slip-resistant feature, will be 
quite washable in mild cleaners. A stronger solution 
should, however, be able to strip it from the floor. 

A waxed surface, if correctly applied, yields maxi- 
mum wear and dirt resistance also. Dirt is held near 
the surface so as to be easily removed by wet or dry 
mopping. A soft wax will become greasy underfoot and 
is picked up on shoes; while a hard wax offers no fric- 
tion, and instead of wearing well, often granulates from 
the floor. Wax should be applied over a clean floor 


(Turn to page 37) 


Built-in housekeeping system at Chevrolet plant 


SCRAP METAL is dumped from castered bin into conveyor 
trough (above). Pivot platform will then swing bin back and 
it will be returned. 

DIRECT FEED from press to conveyor hopper (right) keeps scrap 
off floor. Note absence of metal on floor. 





Floor housekeeping plans were built right into the 
Chevrolet Parma plant. An underground conveyor runs 
the entire length of the plant, carrying scrap out from 
underfoot with a minimum of labor. Machines feed the 
scrap automatically in most cases into hoppers or chutes 
which carry it to the conveyor. Open bins are provided 
at strategic spots with electrically operated pivot- 
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stands. Castered bins of scrap are loaded on the stand 
which dumps the metal onto the conveyor. Ends of the 
line is a bailer: scrap is pressured into chunks, carried 
on another conveyor to disposal at the railroad siding. 
Here is an excellent example of engineered housekeep- 
ing planning, providing fast continuing handling, cut- 
ting clean-up cost. 
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it takes allacks 


TO LICK HAZARDS IN YOUR FLOORS 


Floors aren't as harmless as they look. Use the wrong cleaner and they're slip hazards. 





Shine them up and they may become sliding ponds. Spill water or grease on them 
and they're ripe for falls. 

Yet against each of these hazards, the Legge System offers you double protection: 
First, floor maintenance products designed for safety and backed up by the Legge 
record of reducing slippery floor accidents up to 95%. Second, Legge Safety 
Engineers give you a complete floor safety program, and help prevent troubles 
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before they start. 


It takes both to have real floor safety. And both are inseparable parts of the Legge 


method . ..a success-proved System of Safety Floor Maintenance. 


THESE LEGGE SAFETY PRODUCTS SPEARHEAD THE SLIP-PREVENTION ATTACK 


For safe 
3 CLEANING of floors 


TEXINOL A concentrated, all- 
purpose cleaner that. dissolves floor 
dirt and wax. Commercially neutral. 
Economical to use... a small amount 
in a pail of water provides a good 
cleaning solution. Does not leave 


slippery, soapy film on floors. 


CLEANER #1 A primary cleaner 
to remove piled-up wax and old dirt. 
Commercially neutral. Applied to 
wet floor; then scrubbed. Won't mar 
surface or bleach color. 


TEXSPAR A heavy-duty cleaner 
for stubborn dirt and wax deposits. 
Commercially neutral. Has cleaned 
floors that resisted every other known 
type of cleaner. 


TRAFCOCLEANER A Slip-resis- 
tant solvent to prepare floors for 
polishing with Trafco. 


SPIRCO CLEANER A Slip-resis- 
tant solvent to prepare floors for 


polishing with Spirco. 
\Z x 
*Listed by [ 
Re-Examination Service J 


of Underwriters’ Laboratories hes od 


Walter G. LEGGE Company, Inc. 


ARCHITECTS’ BUILDING., 101 PARK AVENUE, NEW YORK 17, N. Y. 


Branch offices in principal cities 





For safe 


POLISHING of floors 


For linoleum, rubber, cork, lino- 
tile, Mastipave, Koroseal, resilient 
floors—LECO-S* A Safety water- 
emulsion polish that produces a pro- 
rective slip-resistant shine that won't 
easily be “walked-off”. Buffing makes 
it more slip-resistant. 

For asphalt tile floors—SAFCO* 
A Safety water-emulsion polish 
similar to Leco S. Both Leco S and 
Safco can be provided with higher 
slip-resistant qualities. 

For wood, linoleum, cork floors 
—TRAFCO* A spirit polish for 
heavily trafficked floors. Polishes to 
a glossy, hard-wearing, slip-resistant 
finish that withstands much abuse. 
Can be used on all resilient floors 
except asphalt tile or rubber. 

For wood floors—SPIRCO* A 
spirit polish that buffs to a smooth, 
slip-resistant sheen. Protects floor 
from wear, tends to hold down dust. 
Can be used on all resilient floors 
except asphalt, tile or rubber. 

For terrazzo, marble and other 
hard-surface floors—FLOOR- 
SHINE* An effective one-step 
treatment that cleans and gives a 
slip-resistant polish at the same time. 
Dilute with water; mop on floor. 





Canada, J. W. Turner Co., Toronto 
See us at Booth No. 70, Midwest Safety Show and 


Exhibit, Hotel Sherman, Chicago, Ill., May 1-4 










For safe 
KEEPING of floors 





GRIPTEX An abrasive powder 
that is sprinkled on wet vestibule, 
lobby or kitchen floors to make them 
slip-resistant during temporary wet 
conditions. 


GUMROK Ano abrasive plastic- 
type paste that can be applied to 
wood, metal or concrete surfaces to 
make them slip-resistant . . . even 
when wet or oily. A one-time job. 


*CONDUCOTE A smooth, seam- 
less floor coating which, when ap- 
plied over a thin copper grid, pro- 
duces a conductive floor surface. 
(Legge Safety polishes retain the 
conductivity of conductive floors. ) 


DAMP-SWEEP TOOL A main- 
tenance instrument specially de- 
signed for faster, more effective 
damp-sweeping of floors. Increases 
sweeping efficiency as much as 1/3. 


NOSTAT A grounding device for 
personnel to insure effective drain- 
age of static currents from the body 
to a conductive floor. Is worn on the 
leg and shoe; maintains electrical 
skin-to-floor contact. 


LEGGE SYSTEM 


of Safety Floor 


Maintenance 























DAILY collection of dust keeps air 
clean, exhaust system working well 
at Westinghouse Springfield, Mass., 
foundry. Other units in plant collect 
in sludge form to eliminate second- 
ary dust problems. 


Housekeeping applies even to plant 


air. Schedule a plan for 


EXHAUST SYSTEM UPKEEP 


LL exhaust systems—or any machinery for that 
matter — work beautifully when they are brand 
new; and this efficiency often lulls safety directors into 
forgetting that, like all mechanical equipment, exhaust 
system installations must be kept in top notch condi- 
tion in order to provide continued reliable performance. 
Machinery which is not making products for sale may 
frequently not be accorded the service it requires: con- 
sequently, so-called non-productive equipment is a 
likely source of operational waste. 
After spending hundreds, or thousands of dollars for 
equipment to protect worker health, it seems foolish to 
fail to keep it in shape to do its job. In many cases 
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the material collected is of value, itself paying for the 
equipment in a matter of months; more often, however, 
exhaust system equipment is a worker health insurance. 


Maintenance Built-In 


Design and construction considerations will help to 
facilitate maintenance operations. Clean-out doors 
should be placed so as to make possible dirt traps ac- 
cessible, supports and rails around off the ground pip- 
ing should be arranged to protect workers who service 
the equipment. 

Sufficient power in the installation should be pro- 
vided to prevent dust settling in the ducts. Some will 
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GOOD HOUSEKEEPING MEANS 
CLEAN AIR 


remain, but excessive clogging in the pipes indicates the 
need for inspection at the power supply. A 15% safety 
margin over the estimated or theoretical requirements 
of the particular job is called for by some plants in 
constructing new exhaust systems. At least a 5% 
margin is advisable. 
Assign Duties 

Certain employees should be assigned to check ex- 
haust systems daily, apart from the less frequent, 


EASY ACCESS to overhead mounted units is assured 
by sturdy plate forms, strong railings and well placed 
clean-out doors. 


thorough inspections made by maintenance crews. At 
the beginning of each work day, before the start of air- 
contaminating processes, the system should be placed 
in operation. Care should be taken to see that all hoods 
are unobstructed and exhausting properly. 

Collectors should be emptied daily in most opera- 
tions, both to assure proper functioning of the system 
and prevent recirculation of collected materials, and to 
remove explosive or flammable accumulations of dust 
and lint. Cloth type envelopes and bags will last much 
longer if regularly emptied, and wear on the collector 
will be minimized. Ducts and separators of systems 
handling air that is relatively free from solid particles 
need not be cleaned as frequently: experience will dic- 
tate the best interval for this service, usually once a 
week. 

Check Velocity 

Static pressure or velocity readings, taken weekly, 
will show defects in the system. Readings should be 
taken after original installation to give a guide for 
later comparison. Weekly readings at each hood will 
then indicate if the exhausting is below desired per- 
formance levels. Low pressure may point to plugged 
ducts, belt slipping, inadequate collector maintenance 
or fan wear. A high pressure difference between read- 
ings taken on both sides of a collector indicates a dirty 
collector. Similarly, a low static pressure at the fan 


(Turn to page 42) 


Exhaust systems are kept in 


DAILY 


tip-top condition at Westinghouse. 


Insure your air supply by setting 


up schedules like these ee 


WEEKLY 


MONTHLY * 





Check for proper exhausting at 
all hoods. Seal leaks if noted 


in ducts. 


Inspect and clean. Remove 
lacquer or other build-ups and 
dirt accumulations. Check sup- 


ports and general condition. 


Test efficiency. Replace worn 
sections. Asphalt base paint to 
protect against corrosion. Ena- 


mel outside. 





COLLECTORS 


Empty collectors, check condi- 
tion of cloth collector tubes, en- 
velopes, etc. Check shakers, 
valves 


Inspect for leaks and wear. 
Check position of baffles, spark 
screens. 


Test efficiency. Replacement 
of bags, filters, etc. on dry 
systems. Check condition of 


nozzles, etc. on wet. 





MOTORS 
FANS 
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“Dry-run’’ for ten minutes after 
work to prevent accumulation 
of dirt in ducts. 





Lubricate. Check for defective 
bearings, belt wear, vibration. 
Check fan blades for corrosion, 
imbalance. 





Motor overhaul. Check fan 
blade wear, paint to protect. 


or as required 
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RIGHT OFF THE DOCKET 


Must Prove 
Exposure to Silica 


LAIMANT was employed by the 

National Acme Company from 
May, 1942 to July, 1946, as a grinder. 
On the latter date, because of con- 
tracting silicosis while employed by 
the company, he became incapacit- 
ated for work and totally disabled. 
The record reveals that the claim- 
ant suffered from “silicosis, moder- 
ately advanced.” 

There was conflicting testimony 
by the manufacturer and the claim- 
ant as to the grinding wheels being 
free of silica. The safety advisor 

who inspected 
the operation on 
which claimant 
worked found 
that the grind- 
ing machine had 
a vacuum con- 
nection to suck 
the dust away as 
formed and that there was no silica 
sand or silica flour or other material 
containing free silica in the areas 
where the claimant worked. While 
the claim was pending, the claimant 
returned to work, was employed by 
the company as a bench worker in 
the tool room and continued in this 
work until a final order was made 
by the commission. 

The provisions of the Ohio statute 
maintain that no claim can be made 
for compensation for contracting 
Silicosis unless it be shown that the 
claimant has been subjected to in- 
jurious exposure to silica dust (sili- 
con dioxide) in his employment; 
that he was thus exposed to silica 
dust preceding his disablement for 
at least three years, some portion of 
which shall have been after the ef- 
fective date of the act, October 5th, 
1945; and only in the event of tem- 
porary total disability or permanent 
total disability. 

Proof failed to indicate that the 
claimant was exposed to silica dust 
in his employment, and the proof 
indicated further that claimant re- 
turned to work and was not totally 
disabled. 

Accordingly, there was no abuse 
of discretion on the part of the 
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Commission in denying the claim. 
State, ex rel, Brewer vs. Industrial 
Commission of Ohio. Franklin 
County, September 20, 1949. (89 
NE2 591) 


Injured Waiting For 
Bell To Leave Work 


N employee, 16 years of age, 

was employed learning doffing 
at a mill. He worked in the spinning 
room, where the temperature was 
eighty to ninety degres and the air 
was filled with particles of cotton. 
His hours were from 3:40 P. M. to 
9:40 P. M., but frequently he, and 
others who lacked passes to leave 
early when their work was finished, 
went to the locker room at the end 
of the spinning room and waited 
there until a signal sounded at 9:40 
P. M. This room, twenty-five by 
ten feet, contained steel lockers of 
usual size for workers’ clothes. 
Through it passed steam pipes, and 
its temperature was about that of 
the spinning room. Its one window, 
of swivel type on a horizontal axis, 
ordinarily was opened by means of 
a chain. 

On January 5, 1948, the employee, 
after finishing work was in the 
locker room, awaiting the leaving 
signal. The room was very hot. De- 
siring fresh air, and finding the 
chain broken, he climbed up and 
seated himself upon a locker and 
held the window open with a broom. 
While in this position conversing 
with other employees, he lost his 

balance; the 
broom handle 
snapped and 
struck him in 
the eye causing 
injury and inca- 
pacity until his 
* return to work 
several months later. 

The employer contends that the 
employee by climbing to the top 
of the locker, went outside the rea- 
sonable scope of his employment to 
incur “a danger of his own choos- 
ing’. Company argued that the 
window could be opened and kept 
open from the floor by holding the 


chain; that the broken chain was 
not long enough to fasten to a hook 
on the wall; and that in January, 
the time needed to admit fresh air 
would be very brief. Company 
urged further that work being over, 
the employee’s act was for his own 
comfort. It was held that the risk 
of employment was a hazard of the 
employment and the injury was 
compensable. 

Chouinards Case, Supreme Judicial 
Court of Mass., Suffolk County, De- 
cember 29, 1949. (89 NE2 347) 


Suicide Followed Injury 

ALTER WHITEHEAD fell 
W from a roof on which he was 
working and_ sustained — serious 
bodily injuries. He did not improve 
and, a little 
more than three 
months after the 
accident, he 
swallowed a 
mixture of pot- 
ash and lye 
from which he 
died four days 
later. Claim was filed by his widow 
for benefits under the Workmen’s 
Compensation Act. The Deputy 
Commissioner found that the de- 
ceased took his life by wilful intent 
and dismissed the claim, from which 
ruling an appeal was taken. 

The record reveals that the de- 
cedent sustained injuries to his foot 
and his shoulder, involving the 
peripheral nervous system; that he 
suffered excruciating pain in his 
leg, back and heal thereafter; that 
he also developed a paralysis of the 
arm, which he was advised would 
take some time to clear up. Prior 
to the accident, he had been a good 
natured man with a jovial disposi- 
tion but became morose and ill- 
humored after his injury. He stated 
at the hospital, when asked why he 
had taken the poison, that he had 
simply “gone nuts”. 

There was no doubt that the 
death of the decedent was directly 
attributable to the injuries he sus- 
tained in the fall from the roof. 
The Florida statutes provide that 
“no compensation shall be payable 
if the injury was occasioned pri- 
marily ... by the willful intention 
of the employee to injure or kill 
himself...” 

The intent and purpose of the 
Workmen’s Compensation Act is to 
provide for injured workmen and, 
in the event of their death from 
injuries received in their employ- 
ment, their dependents; so that the 
burden might not fall on society but 
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on the industry served. The diffi- 
culty inherent in proving that one 
kills himself by his own hand, and 
does so because of injuries sustained 
in an accident, undoubtedly accounts 
for the difference of opinion on this 
question among the courts. The 
statue protects industry so that it 
will not have to carry the burden 
of compensating for a death for 
which it was in no way responsible. 

In this case, however, the evi- 
dence does not show persuasively 
that the workman knew he was in- 
flicting a mortal wound upon him- 
self, and that his act amounted to 
a willful intention to kill himself 
within the meaning of the statute. 

In a case where the injuries suf- 
fered result in his becoming devoid 
of normal judgment and dominated 
by a disturbance of mind directly 
caused by his injury and its conse- 
quences, his suicide cannot be con- 
sidered willful within the meaning 
and intent of the act. There is no 
force to the argument that the act 
of suicide is an independent inter- 
vening cause of the death of the 
workman, thus breaking the chain 
of causation from the injury to the 
death of the deceased. While it may 
be an independent intervening 
cause in some cases, it is certainly 
not so where the evidence shows 
that, without the injury, there would 
have been no suicide. The suicide 
was merely an act intervening 
between the injury and the death, 
part of an unbroken chain of events 
from the injury to the death. 

The widow was awarded full 
compensation and complete death 
benefits as prescribed by the Act. 
Whitehead vs. Keene Roofing Com- 
pany, et al. Supreme Court of Flor- 
ida, December 20, 1949. (43 S2 464) 


Claim Must Show 
Work Connection 
READWAY was a truck driver 
Fb the Pacific Freight Lines. 
He contended that he suffered in- 
juries from an accident which is 
claimed to have caused the disease 
commonly known as “San Joaquin 
Valley Fever’, or as “valley fever”. 
This matter involves a novel situ- 
ation insofar as the Arizona Occu- 
pational Disease Disability Law is 
concerned. This type of an occupa- 
tional disease is not listed under 
their law. 

During the latter part of Decem- 
ber, 1946, while he was at Phoenix, 
Arizona, Treadway was required to 
assist in unloading three or four 
trailer loads of Government surplus 
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10 YEARS 
EXPERIENCE 
IN PLASTIC 
CHEMISTRY 
PRODUCES 


*Trade mark 
Registered 


PLYGLOV’ 


The Safety Work Glove Better 
Than Rubber Or Leather 


Quality doesn’t just happen — it’s a result of experi- 
ence and experiment. That's why PLYGLOVS are far 
ahead. Ten years experience in plastic chemistry as 
applied to plastic safety work clothing has enabled 
us to produce a plastic work glove which will outwear 





all others; is more comfortable, more flexible, won’t 
become slippery when wet; and is impervious to oils, 
acids, caustics and water. They will withstand far 
greater abrasive action. 


That’s why we can unconditionally guarantee every 
pair of PLYGLOVS. Judge them yourself under your 
own working conditions. Find out as others have why 
they outwear any rubber or leather glove four to ten 
times. Get a FREE pair and make your own tests. 


Pree Sample 


CLIP THIS AD, attach to your letterhead and mail for 
FREE PLYGLOV sample pair — make your own test before 
you buy. 


No. 2105 
Gauntlet Style 


Your Name 





Title 





Manufacturers of PLYGLOV and PLY-GARB Plastic Safety Clothing 
(Catalog upon request) 


No. 2100A 
Palmcoated 


THE MILBURN COMPANY 


3245 EAST WOODBRIDGE DETROIT 7, MICH. 
























property, consisting of a number of 
used army tents. 

Claimant contends that he was 
exposed to high concentrations of 
dust in a confined space between 
May Ist, 1946, and January 25th, 
1947, resulting in his present disa- 
bility. The claim is that the tents 
were brought from an area in Cali- 
fornia where “valley fever” is prev- 
alent. Treadway unloaded the tents 
from a covered trailer which was 
covered with dust. The floor was 
covered with dust after the tents 
had been removed. 

It is contended that claimant in- 


haled the dust or “valley fever fun- 
gus’, and the first symptoms relat- 
ing to his present illness were in 
November, 1946, when he developed 
a head and chest infection for which 
he apparently did not seek medical 
attention. A cough and some gray 
sputum at that time persisted for 
about six weeks, but this was not 
severe enough for him to remain off 
work. About Christmas time, he 
had another slight respiratory in- 
fection which lasted about one 
week. About January 15, 1947, he 
began to notice night sweats and 
fevers. He had a hacking cough 





ONOX 
is used by 
71% of the largest 
industrial plants in the U. S. A. 


Horse sense about ATHLETE’S FOOT 


91 skin specialists condemn disinfectant foot baths as being 
“illogical and potentially harmful to the skin.” 

(Archives of Dermatology and Syphilology for April, 1942.) 
The best way to prevent Athlete’s Foot, say these specialists, is to 
stop trying to disinfect the feet. Concentrate instead on improving 


the condition of the skin. 


Vv A sound skin is nature’s best protection against fungus attack 


That is good horse sense. And it’s the basic principle of the Onox 
skin-toughening method of Athlete’s Foot prevention. Instead of 
disinfecting the feet, Onox mineral salts toughen the shoe-softened 
skin and restore its natural resistance to fungus growth. No fungus 


growth—no Athlete’s Foot. 


Furthermore, Onox is nonpoisonous and beneficial to the skin. 
Bathers like it. It brings instant relief to tired, burning feet. 


Onox costs only Ic per man per week 


60-DAY Try Onox at our risk for 60 days. At the end of that time 
TRIAL you must be completely satisfied or you owe us nothing. 


OFFER For full details, write 


ONOX, INC, san'rranicisco's, CALIFORNIA 


WAREHOUSES: BROOKLYN, N.Y. « CLEVELAND + NEW ORLEANS + LOS ANGELES 


Originators of the skin-toughening method of Athlete’s Foot Prevention 












which he attributed to cigarettes. 
On January 25 he called a doctor 
who treated him since that time, 
making a diagnosis of “valley 
fever”. 

The burden was upon the claim- 
ant to show a connecting link be- 
tween his employment and the con- 
traction of the illness. The disease 
must have a causal connection with 
the employment and not be merely 
coincident therewith. 

Claimant failed to trace the di- 
sease to any definite time or place, 
and did not show any causal con- 
nection between the alleged injury 
by accident and his employment. 
At most, it was shown to have been 
merely coincident therewith. The 
fact that valley fever is native to 
Arizona and the fact that it is prev- 
alent in the area in which he work- 
ed, failed to establish any greater 
exposure than that of the common, 
alty. There being insufficient evi- 
dence to indicate that the injury 
originated from risk connected with 
employment and flowed from such 
source as a rational consequence, 
the claimant is not entitled to a re- 
covery as an employer is not an in- 
surer of his employees’ health. 
Treadway vs. Industrial Commis- 
sion. Supreme Court of Arizona, 
January 3, 1950. (213 P2 373) 


Statute of Limitations in 
Progressive Disability 


ORKMEN’S' compensation 

V¢ was claimed to be due on ac- 
count of an accident and injury sus- 
tained by the claimant on July 16, 
1946, while he was employed by 
the Consumers Public Power Dis- 
trict. The claim is solely for hospital 
and doctors’ bills. 

On the date in question, claimant, 
on behalf of the company, went to 
an oil station at Grafton, Nebraska, 
to change an electric service for a 
pump. The electric line to the 
pumps carries 220 volts. Claimant 
proceeded to cut the line with a 
pair of pliers. In 
doing so he got 
a severe electric 
shock. As a re- 
sult he fell to 
the ground, and, 
for a time, was 
unconscious, or 
partially so. He 
went to a doctor and thereafter 
stayed at home for a few days: no 
pay was lost, however, on account 
of time away from work. 

Following the accident a nervous 
condition developed: he began los- 
ing sleep and appetite. His condi- 
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tion grew steadily worse until, in 
January, 1947, he fell and was un- 
conscious for a period of time. 

On September, 1947, claimant 
submitted himself to a psychiatrist, 
who after his examination gave his 
opinion that the condition of claim- 
ant was a result of the accident. He 
thereafter treated the claimant who 
responded to the treatment. 

The claim was resisted on the 
theory that it was barred by the 
statute of limitations; claimant not 
having filed his claim within one 
year from date of the accident, 
which occurred on July 16, 1946, 
and the action was commenced De- 
cember 20, 1947. It was concluded 
that the statute of limitations has 
no application where the injury is 
latent and progressive and the em- 
ployee is without knowledge of the 
condition. In such case, the action 
may be brought within one year 
from the time knowledge is ob- 
tained. 

It has been held that it would be 

exacting too much of an ordinary 
laborer and layman to charge him 
with knowledge of an obscure sci- 
entific fact about which experts 
disagree and require him to give at 
his peril a notice based on that 
basis. Such was not the import or 
purpose of the legislative act. The 
claim was deemed to have brought 
within the period of time contem- 
plated by the Statute and an award 
was made for hospital, doctor bills 
and attorney fees. 
Keenan vs. Consumers Public Pow- 
er Dist., et al, Supreme Ct. of Neb- 
raska, December 12, 1949. (40 NW2 
261) 





Done With Mirrors 


The old mirror trick is dusted 
off and put to work at Chevrolet. 
A large looking glass is placed 
behind this shear so that the op- 
erator can check the stacking of 
trimmed metal without leaning 
over the machine, or running 
around behind it. Note use of 
tongs and gloves to handle sheets, 
safety colors on switches. 
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POWDERED HAND SOAP 


NOW science provides another safeguard against the trans- 
mission of germ infection. Powdered Germa-Medica Hand Soap contains 
hexachlorophene (G-11), an amazing new product which greatly reduces 
bacteria on the skin. It’s tested...and accepted by surgeons for pre- 
Operative scrub-up. It has proved valuable in preventing dermatitis and 
other bacterial diseases sometimes caused by the use of cutting oils and 
other industrial compounds. Used by kitchen employees, Powdered 
Germa-Medica helps prevent the spread of communicable diseases. It 
is used like any ordinary powdered soap... costs very little per hand 
wash and it will save you money by cutting down illness and absenteeism. 
Learn more about this fine soap—write today. 


HUNTINGTON LABORATORIES, INC. 


Huntington, Indiana + Toronto, Canada 


* Registered Trademark Sindar Corporation 


Germa-Medica 


HAND SOAP WITH G-11* 


Powdered 


[] Yes, | want to know more about Powdered Germa-Medica with G-11, 


__] Have Huntington Representative call. 


NAME ADDRESS 
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<— Und Sudden Injury. 





XTENT of injury: a crushed leg, internal injuries, severe bruises. 

Cause of accident: poor housekeeping. This might well summarize 
the accident report of the tragic occurrence pictured on the facing page. 
And it is doubly tragic because accidents such as this—like most indus- 
trial mishaps—are entirely preventable. 

Industrial housekeeping has a broader function than the provision of 
clean work areas. It does more than assure high worker morale and 
health. Good housekeeping saves lives, and is as much a physical safety 
" precaution as protective shoes and goggles. But when shoes and goggles 
e do their job in short-stopping an injury, there is a cracked lens or a 
battered toe to attest to their value. Housekeeping, unfortunately gives 
no evidence of its good work in most cases: safety directors have no 
momento, no reminder when housekeeping diligence is rewarded by 
worker safety. As a result, the most vital phase of housekeeping is often 
forgotten. It is only when this forgetfullness results in injury that its 
value is recognized; and then such recognition is one accident too late. 

Correct procedures for storage and stacking of all materials should 
§ be learned and practiced in all plant areas. A definite storage area 
must be designated so as to localize hazards of this type: when tempor- 
ry storage elsewhere is absolutely unavoidable, the area should be re- 
stricted and plainly marked to keep workers well away from it. A firm 
base for stacked material should be provided and such stock should be 
securely blocked and packed. Cross piling and stepped-back piles on top 
of skids or racks prevent shifting. Permanent retainers are required 
for stacking of girders. 





J nats COA cs lea Ded 


‘For SLOW AND 
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Dionol Ointments melt at body 
temperature for almost im- 
mediate effectiveness. 














Write for samples 


DIONOL PHARMACAL COMPANY 


Ferndale 20, Michigan 



























A few of many types —W 

Plastic, Natural Rubber and NEOX coatings 

1, Extra heavy duty NEOX-coated glove with 14” gauntlet 
that turns up to prevent drip. (Redmont). 

2. Flexible weight NEOX-coated with knit wrist (Edmont) 
Also, very flexible plastic-coated gloves. (Liquid-Proof). 










Very flexible, sure grip, rough-surfaced natural rubber, 
coated all over or with ventilated fabric back (Grab-it). 


Order from your safety equipment 
or industrial supplier 
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cut their glove costs 65% and 
got better hand protectio 






Recommended Edmont Glove 








Glove Formerly Used 


Note comparative wear after same number of hours 
on same workman's hands — Full report on request. 


We can show you records of many on-the-job tests, in a 
great number of operations, where workmen wore out 3 to 
9 ordinary gloves while wearing one Edmont coated-fabric 
glove of the type we recommended on their other hand. Con- 
ditions included abrasive and/or sharp cutting materials, 
with and without the presence of oil, grease, various acids, 
caustics, solvents, degreasants and heat. 


FREE TEST OFFER: Simply send us, on your letterhead, a 
brief statement of your operation, materials handled and 
temperature conditions. We will forward, for on-the-job test 
and report, the type gloves we recommend—coated either 
over-all or palm and thumb only with NEOX (neoprene and 
plastic), natural rubber, or plasticized vinyl, depending on 
your service conditions. All types are fabric-lined, making 
them snag-proof, comfortable and easy to slip on and off. 


Kdmont:=~ 


World's largest manufacturers of coated industrial gloves. 















































KEEP EYES 
ON PRODUCTION 


Continued from page 23 


Maintenance of 
Lighting Fixtures 

Reflecting surfaces, unless kept at 
high cleanliness levels, will rob 
workers of light. The normal de- 
preciation of light output is predic- 
table, but lack of attention to hold- 
ers and reflectors will add a great 
deal to the cost of maintaining ade- 
quate light levels. 

Sylvania Electric Products’ light- 


ing engineer, R.M. Smart, spoke re- 
cently, describing a system of plan- 
ned (preventive) maintenance for 
lighting equipment as being less ex- 
pensive than replacement of lamps 
as they burn out*. Organizations 
specializing in lighting maintenance 
use the method almost exclusively. 
It may well be false economy to 
keep a lamp until it fails, as by far 
the greatest cost involved is that of 
labor, not lamps. By establishing a 
schedule within the rated life ex- 
pectancy of the lamps, and replacing 
all of them in a given area at the 
same time, the saving in labor far 
more than compensates for the 
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Headrest type 
W-50 
for Gas Welding, 
Cutting, Brazing 











JACKSON RUBELES 


Jackson Goggles give adequate protection against the hazards of the jobs for which 
they are recommended. But to be effective they must also be worn. So we made 
them attractive in appearance, light and easy to wear. They are easy to adjust to 
any head size, and eye cups are easily fitted against the wearer's face. 

The headrest type goggles, shown above, have concealed springs to hold the goggles 
gently against the face, and may be moved up and down with one hand. 

Made in four types as shown below, the welding goggles have 50 mm. lenses in shades 
from 3 through 6, with cover glasses for protection. The grinding goggles have clear 


hardened lenses only. 


JnGHSON GOGGLES 


FOR GAS WELDING 
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SOLD EVERYWHERE BY SAFETY SUPPLY DEALERS AND WELDING SUPPLY HOUSES 
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Jackson Products, Warren, Michigan 











FOR CHIPPING AND GRINDING 





slight additional cost of lost lamp 
life. 

The surest way of handling both 
lamp maintenance and housekeep- 
ing painting on a scheduled basis, is 
first to establish a frequency re- 
quirement for each job, whether it 
be painting walls or cleaning re- 
flectors. Without the knowledge of 
when the operation must be done, 
labor costs cannot be kept down and 
a thorough-going housekeeping sys- 
tem is impossible. 

Correct color and light condition- 
ing, and well planned housekeeping 
go together. Workers take pride in 
operating freshly painted equip- 
ment and working in comfortably 
illuminated shops. It is much easier 
for maintenance crews to keep clean 
places clean. 





*In a paper presented at the Plant Main- 
tenance Conference, Cleveland, in Janu- 
ary, 1950 






MAKE CLEANLINESS 
EASY 


Continued from page 18 









Another athlete’s foot discour- 
ager is a flooring compound contain- 
ing copper oxychloride. Cleveland 
Graphite Bronze Co. experimented 
with the substance, found the fol- 
lowing results: in one year, a con- 
ventionally floored shower room 
showed 20.4% athlete’s foot inci- 
dence among more than 250 em- 
ployees who regularly used it. With 
the new copper bearing surface, this 
figure was cut to 4.7%. Graphite 
Bronze safety director H. D. Hanson 
reports continued low incidence 
since installation of the floors. 


$32,500 In Shower Pay 


Graphite Bronze carries on a con- 
tinued campaign to insure that the 
modern facilities are used to their 
best advantage in maintaining high 
health standards. All workers are 
invited to use the showers, and 
those working with lead, or in ex- 
posures to other dangerous dusts, 
etc. are required to shower at the 
end of their daily shift. Over $32,500 
was paid to workers in a recent year 


in shower allowance pay, at 25 
cents a shower. 


Other features of Graphite 
Bronze’s health program include 
twin lockers, so that work clothes 
and street clothes are kept separate, 
large bath towels and individual 
shower-size soap cakes for the 
shower room, special soap in dis- 
pensers at the washstands for heavy 
duty grime removing. 
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FROM THE FLOOR UP 


Continued from page 26 


by a tampico fibre brush on a floor 
machine or manually operated ap- 
plicator. Spread on sparingly, it is 
buffed and, if desired, covered by a 
second coat. It then provides a good 
seal for soft floors against the dam- 
age of moisture and dirt. Wax 
should be removed .and replaced 
when it becomes soiled, so that the 
dirt it carries is not ground into the 
floor surface. 


Practical Hints 

W. P. Sheehy and T. G. Richards, 
B. F. Goodrich Co., offer the follow- 
ing suggestions for keeping floors in 
best condition at a minimum cost.* 

Sweep all floors daily, or more 
often if required, to remove dirt and 
grit which might be ground into the 
finish if left on. 

Mop or wet scrub areas that are 
too heavily coated for dry sweeping 
to clean. Avoid excess water. 

Polish heavy traffic areas from 
time to time with an electric poli- 
sher. This keeps floors lustrous, 
helps blend touch-up spots while re- 
moving scuff marks. 

Touch-up stains or spots with traf- 
fic wax. A good buffing will renew 
the surface without rewaxing a 
large area. 

Discoloration and fading areas can 
be cleaned with one part of acetic 
acid to eight parts of water. After a 
water rinse, rewax the area. 


*In a paper presented at the Plant 
Maintenance Conference, Jan 1950. 





In Your Cups 





Don’t miss an opportunity to 
plug safety. Even the “coffee 
break” can be put to work via 
cups with printed safety mes- 
sages. A variety of inscriptions 
is used. These read: Safe Work- 
ers Are Always In Demand, and 
Work Safely, Drive Safely, Play 
Safely. 
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for want of a Safety ShOC 
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More than a toe 
was lost! ~~ 


Ps 





For want of protection, a toe was lost. 
For want of a toe, man-hours were lost. 
For want of man-hours, production was lost. 
For want of production, good will was lost. 
For want of good will, profits were lost. 


And all for the want of a safety shoe. 







Sree < asters to help you cut 


cost of foot accidents! ALSO catalog of 
Safety First Shoes for your industry. 
Write today! 


Let his Aaaged ste cap 


take the IMPACT! 


SHOE COMPANY 
HOLLISTON 5, MASSACHUSETTS 


» PIONEER MANUFACTURERS OF SAFETY SHOES 












—— West Coast Branch: Pacific Bldg., 16th St., Oakland, Calif. 




















NEW PRODUCTS 


Continued from page 11 


NP 6 Dust Collector 

To fill a need for a heavy-duty 
portable dust collector, Kirk & Blum 
Mfg. Co. announces the type M unit 
dust collector. Readily movable to 
meet changing needs, the units can 
be set up anywhere to serve one or 
several machines for any length of 
time. Air is first centrifugally pre- 
cleaned, then passed through steel 
wool filters for final treatment. 
Where re-entry of cleaned air into 
the working area is not desirable, 
the filters are replaced with air- 
tight closures and the air is vented 
to the outside. Type M is available 
in three models: 450, 900 and 1800 
CFM. 

For further information, 
NP 6 on the postage-free 
card bound in this issue. 


circle 
reply 


NP 7 Power Sweeper 

Boasting a capacity exceeding 
43,500 square feet per hour, the G. 
H. Tennant Co.’s model 24 power 
sweeper is specially designed for 
high speed coverage of narrow fac- 


tory aisles. Its compact size (less 
than 29 inches wide) makes it adap- 
table for many uses in plants 
where low-cost mechanical sweep- 
ing had previously not been possi- 





include: 2 

automatic 
reverse gear and vacuum 
Dual gears allow the 
brush and vacuum to operate at the 
correct speed for effective pick-up 
of dust, dirt and litter even at low 
speeds. 

For further information, circle 
NP 7 on the postage-free reply 
card bound in this issue. 


ble. Special features 

speed transmission, 
clutch, 
dust control. 


NP 8 Skin Soap 


The germ-killing component of 


hospital scrub-up soaps is the active 
medicating agent of Huntington 
Laboratories’ new powdered indus- 
trial skin cleaner, Germa-Medica 
Hand Soap. Research shows that its 
continuous use will cut residual skin 
bacteria count to very low levels, 
reducing time losses of dermatitis 
from cutting oils, grinding com- 
pounds, etc. The addative also has 
a good preventive effect on second- 
ary infections from minor injuries 
and promotes rapid healing, accord- 
ing to the manufacturer. 


For further information, circle 
NP 8 on the postage-free reply 
card bound in this issue. 


NP 9 Floor Renewer 

A highly _ slip-resistant liquid 
floor finish—Hilco-Lustre Floor Re- 
newer—is the most recent develop- 
ment of the Hillyard Chemical Co 
Applied to floor surfaces with a 
mop or other suitable applicator, it 
dries to a hard, lustrous finish in 
less than 30 minutes, without buff- 
ing or polishing. In developing this 
new product, Hillyard chemists were 
able to achieve slip-resistance in a 
tough, glossy, film, avoiding the 
soft, tacky covering that cuts down 
slippage but can’t stand heavy traf- 














MODEL PV 98 


Same specifications 
as PV 96 except for 
extra-length wrist for 
use where spray, dip 
or splash are prevalent. 
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MODEL PV 96 

Fully vinyl resin 
coated, knit-wrist, 
liquid proof. Rates 
“excellent” in tests 
for abrasion resistance. 
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If you have found that plastic coated gloves are superior to Neoprene or 
rubber coated gloves for special jobs in your plant, then be sure you see the 


Hood line first! 


Long a leader in the manufacture of industrial rubber gloves, Hood has ap- 





plied all its years of experience, manufacturing skill and “know-how” in the 
production of these plastic coated gloves so that you, who are looking for su- 
perior quality and value, can be assured you're getting it when you choose Hood. 

Let this Hood reputation for longer-lasting, more comfortable, more flexible 
industrial gloves be your guide in purchasing whatever type you may prefer... 
Neoprene, Rubber or Plastic coated. Write for catalog today! 
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fic. Designed as a finish for rubber 
tile, asphalt tile, linoleum, plastic 
flooring and sealed, varnished or 
painted floors, it is especially rec- 
ommended for floors where a high 
degree of slip-resistance is required. 

For further information, circle 
NP 9 on the postage-free reply 
card bound in this issue. 


NP 10 Summer Shoe 

A new style in safety shoes, par- 
ticularly developed for foot comfort 
during warm weather, has been in- 
troduced by Iron Age Division, H. 
Childs & Co. This model, No. 614, 
is made in the popular mocassin ox- 


ford pattern and has a woven vamp: 
it has been named the Iron Age 
“Moc - Weave.” Two noteworthy 
features of the shoe are its perforat- 
ed vamp and lining, permitting 
cooling air draughts to reach the 
foot with every step, and its Neo- 
lite, long wearing soles. 

For further information, 
NP 10 on the postage-free 
card bound in this issue. 


circle 
reply 


NP 11 Heavy Duty Vacuum 

A new 3 h.p., heavy-duty vacuum 
cleaning portable, providing 4.4 
cubic feet of dust storage capacity 
and designed for continuous opera- 
tion on heavy dust deposits, has 
been announced by U. S. Hoffman 
Machinery Corp. Called the Hoff- 
co-Vac No. 30, the unit will operate 
a 50 foot length of 1% inch hose, 
nine dust bags providing a total sur- 
face area of 30 square feet. Two 
fixed wheels and one swivel wheel 
—all rubber tired—enable the ma- 
chine to be handled easily by one 
man. Easy dust disposal is assured 
by a specially designed container 
which is raised by action of a single 
lever. Hose carrying rack and box 
for cleaning tools are incorporated 
into the Hoffco-Vac. 

For further information, circle 
NP 11 on the postage-free reply 
card bound in this issue. 
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Your Gest Protection 


FOR FLAMMABLE LIQUID, 
GAS AND ELECTRICAL FIRES 
an 


GASOLINE 
OIL 
LP-GAS 
NAPTHA 
BENZENE 


ANSU 





CHEMICAL 


RE EXT 


ALCOHOL 
LACQUER 
VARNISH 
SOLVENTS 
PAINTS, ETC. 


screen to protect operator. 
9. Listed and Approved by Under- 
writers’ Laboratori 


ries, Inc., Fac- 


tory Mutual Laboratories. 


INGUISHER DIVISION, MARINETTE 


WISCONS 


COMPANY 
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OISTRIBUTORS IN PRINCIPAL CITIES IN THE UNITED STATES CANADA AND OTHER COUNTRIES 














The publications listed below are available without charge. 
Simply circle the number of the items desired on the 
postage-free reply card bound in this issue and mail it. 


UL 25 Leak Stopper 

A copy of the latest Stonhard 
Company’s Stontite folder gives 
complete information on how to 


ENGINEERED FOR SPECIAL JOBS 


hair-crack water seepage— in all 
types of above and below ground 
masonry construction. The method 








hazards and fatigue. 
e Exclusive Bar-fiex sole. 
¢ Anti-slip traction cleats. 
Plain or steel toe which 
resists 2000 lbs. pressure. 
Shockproof sponge insole. 
Tough multi-ply leg. 
@ Tempered rubber 
OR Neoprene rubber to 
resist oils, chemicals, acids. 


ROYAL 


FOOTWEAR 















BAR-FLEX SOLE 
Solid shank support 
and standing com- 
fort under length of 
your feet. 


U. S. ROYAL WORK SHOE 
Anti-skid, cleated sole; shockproof 
sponge insole; waterproof bel- 
lows tongue. 





WHITE DAIRY BOOT 
10” high has cleated anti- 
slip sole, and shockproof 
insole. Adjustable strap. 
Plain toe; steel toe. 











TERRE HAUTE PAC is a fine general indus- 
try boot. Shockproof sponge insole. Plain toe 
has tire-tread sole. Steel toe has cleated sole. 





NEW FLEXON PAC 

WITH STEEL TOE 
Easy vamp; snug-leg 
fit at ankle; leok- 
proof tongue; 
cleated-type 
sole and heel. 


Also a complete line of Raynster Work Clothing and Sundries 


@ UNITED STATES RUBBER COMPANY 


Rockefeller Center, New York 


HIGH-CUT FLEXON 
S-t-r-e-t-c-h-e-s on over shoes. 
Tire tread soles. Tough, tem- 
pered rubber. 





stop leaks—from actual breaks to 


is especially recommended for base- 
ments, foundations, tunnels, eleva- 
tor shafts and mines. 


UL 26 Cleanser 

PN-700, Service Industries’ new 
heavy duty cleansing agent, is de- 
scribed in a pamphlet just pub- 
lished. How this chemical condi- 
tioner “makes water wetter’ and 
break’s dirt’s adhesion is discussed, 
as are suggested uses in industry. 
The company’s introductory offer is 
also outlined. 


UL 27 Safety Colors 

U. S. Gutta Percha Paint Com- 
pany has published a folio showing 
the many ways color can be utilized 
to boost plant safety. Patches show 
the different hues and give recom- 
mended applications for walls, fix- 
tures and machinery. Comparison 
of contrasts is facilitated by a 
grouping of suggested machine 
colors. 


UL 28 Ceramics Dust Control 

“The Use of Dustube Collectors in 
the Manufacture of Ceramics” is the 
newest in American Wheelabrator’s 
series of bulletins on dust control 
methods in different industries. The 
report is presented in “problem— 
solution—result” style in highlight- 
ed form for readers who want fast 
facts. 


UL 29 Vacuum Units 

Two handsomely illustrated pam- 
phlets are offered by Invincible 
Vacuum Cleaner Mfg. Co. They pic- 
ture the company’s industrial clean- 
ing units and show how they are 
used to best advantage. 


UL 30 Fireproof Containers 

How to convert used drums into 
fireproof containers is explained in 
a brochure just announced by the 
Protectoseal Co. Photos and de- 
tailed drawings are included in the 
description of this low cost conver- 
sion. 


UL 31 Athlete’s Foot Prevention 

How Onox prevents athlete’s foot 
is the subject of a new pamphlet. 
The medical basis for its action is 
discussed and its advantages are ex- 
plained. A 60 day free trial of the 
Onox method is offered. 


UL 32 Floor Mats 

A striking new file folder on floor 
mats and abrasives has been pre- 
pared by American Floor Products 
Co. Included in this file is one of 
their wall placards entitled “Do’s 
and Dont’s of Rubber Mat Care” to 
instruct maintenance workers on 
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PROTECTION 
at amazing low cost 


“Woven-Gards” are hand pro- 
tectors, mitts, pads and sleeves 
made of a new safety material. 
They provide flexibility, com- 
fort, resistance to abrasion and 
cutting far beyond that of any- 
thing used before. They are ex- 
tremely oil-absorbent and do 
an excellent job when handling 
oily, slippery sheets. The por- 
ous weave makes them one of 
the finest protectors for han- 
dling lower temperatures. En- 
thusiastic users say they have 
never seen values like ““Woven- 
Gards.”’ Excellent protection at 
lowest cost. Send now for de- 


scriptive folder and prices. 


Industrial Gloves Co. 


1812 Garfield St., Danville, Ill. 
(In Canada: Safety Supply Co., Toronto) 


correct 
methods. 


handling and_ cleaning 


UL 33 Air Cleaners 

A manual covering new designs 
and improvements in their Cycoil 
Oil Bath air cleaners has been pub- 
lished by American Air Filter Co. 
Several new sizes, for greater ap- 
plicability have been introduced; 
and both low and high pressure 
cleaners have been redesigned for 
wider working ranges. 


UL 34 Ointment Samples 

A description of four different 
types of Dionol ointment is given 
in a brochure recently published. 
Also offered are samples of these 
medications. 


UL 35 Industrial Hose 

Industrial vacuum hose, which 
handles dust, abrasive scrap and 
toxic fumes in many industries, is 
pictured and described in the latest 
catalog section on the subject issued 
by the B. F. Goodrich Company. 
The publication pictures and de- 
scribes the construction of various 
lines and types of hose, lists recom- 
mended uses and gives specifica- 
tions. 








You'll Breathe 
Easier 
with 


ACME i 


| big advantages 
| offered by Acme 
| 








“FREE- 
BREATHING” 


Full-Vision Gas 
Masks. There's 
no “bellows ac- 
tion.” The face 
piece doesn’t try 
to leave your 





j 

| face. You 

breathe easier 

- : because the new 

| Acme valve 

™ | provides mini- 

‘ a mum breathing 

resistance, It’s just another Acme feature 
that means comfort to the wearer. 

Write for the complete story 


on Acme Gas Masks for all 
occupational hazards. 


ACME PROTECTION 
EQUIPMENT CO. 


3037 W. Lake Street, Chicago 12, Ill. 

















BUILT for 


HEAVY DUTY 


to lick Dust Hazards 
anywhere in Your Plant 


On every kind of cleaning job, 
Hoffman machines out-perform 
inadequate, light-duty equipment 
every time. Efficient design and 
sturdy construction give you 
dependable, thorough, low-cost 
clean-up of health, fire and explo- 
sion hazards due to dust. 


VACUUM CLEANING SYSTEMS 


LARGER DUST CAPACITY and higher vac- 
uum let you do more cleaning for 
longer periods. You're not limited 
by small hose lengths, lower suc- 
tion and restricted dust container 
capacities as with small units. 
Hoffman heavy-duty machines 
clean more area in a working day 
— save you more on cleaning time 
and manpower. 












BY AMERICA’S 
TOP INDUSTRIES 


Ask us for the names 
of plants in your indus- 
try who solved dust 
problems with Hoffman 
portable or stationary 
equipment. 


Write for Bulletin A-713 
and a FREE Survey... 


HOFFMAN ALSO MANUFACTURES 
MULTISTAGE CENTRIFUGAL 
BLOWERS AND EXHAUSTERS 


Wide range of capacities — pressure — vacuum 


U. $. HOFFMAN 


MACHINERY CORPORATION 
AIR APPLIANCE DIVISION 


98 EAST 12TH ST., NEW YORK 3; N. Y. 
CANADIAN PLANT: NEWMARKET, ONT. 












































































~~. “YOU'RE 
7” SAFE" 


— S-—_says MATTY 
If you use DURABLE mats 





You're safe, because Durable 
mats keep your floors safe, 
your employees safer. Floors 
are protected from wear and 
dirt — employees work on 
fatigue relieving rubber—ac- 
cidents are cut to a minimum. 


Your investment’s safe, for 
Durable mats last year after 
year — thousands have seen 
hard service for more than ten 
years, 


You're safe too, from scatter- 
ed dirt — Durable mats trap 
dirt under the mat, keep hall- 
ways and work floors clean. 


There’s a SAFE Durable mat 
for every purpose. Let MATTY 
tell you—mail the coupon. 


DURHS 


MAT COMPANY 


75 N. Pleasand St. Norwalk, Ohio 
2926 16th Ave., S. W. 
Seattle 4, Wash. 





> Dear Matty: 
Please send us Durable 
information on Safe 


“~—— Mats _for 
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EXHAUST SYSTEM 
UPKEEP 


Continued from page 29 


means poor fan function, due pos- 
sibly to dirty blades, worn belt, in- 
correct rotation of the blades. 

The measurement system is quite 
simple. A small hole—about % 
inch—is drilled at convenient mea- 
suring places. Care must be taken 
to avoid spots in hoods and ducts 
where turbulence will prevent a 
true reading. The gauge is a U- 
shaped glass tube, half filled with 


water and with a short length of 
rubber hose attached to one end 
By placing the hose over the drilled 
hole, the measurement is made by 
comparing the difference in the 
water levels of the legs of the U. 


Dust Handling Systems 
Periodic inspections of ducts for 
dust accumulation are _ required. 
How often this is done will be de- 
termined by the type of material 
carried, the load, etc., and can best 
be scheduled by experience. To help 
prevent dust accumulations in the 





pipes, systems should be kept in 













There is a DOCKSON dis- 
tributor near you. Name 
on request. 

Write for our complete Weld- 

ing and Safety catalogs. 





SPECIALIZING IN “BETTER-BUILT” 


HEAD AND EYE PROTECTION 


FOR OVER 25 YEARS 


CORPORATIO 


3839 WABASH e DETROIT 8, Mi 

















Here is the service you have been waiting 

for. Let our “Store on Wheels” supply 
your safety shoe needs from our 

complete stock of Hy-Tests . 
over 20 types and styles in 
a complete range of 
sizes and widths. 








Paar 


Write on Call 


FREEMAN’S 


INDUSTRIAL SHOE SERVICE 


1316 E. 63rd ST. * CHICAGO, 


ILLINOIS * PHONE DORCHESTER 3-8219 
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operation for five or ten minutes 
after the end of each work period. 


Corrosion is a threat to systems 
handling acid fumes on finishing 
and plating operations. Several 
coats of an asphalt base paint—in- 
side and out—will protect against 
such damage. The outside of the 
ducts should be finished with a cor- 
rosion resistant enamel. At least 
once a year, this protective coating 
must be renewed. 

Lacquer builds up dangerously in- 
side hoods and ducts of systems used 
at dipping or spraying operations. 
A daily cleaning of the hoods is us- 
ually required, but the ducts are 
difficult to keep clean and present 
a serious fire hazard. If the build- 
up has been allowed to progress to 
an appreciable thickness, the duct 
should be replaced. 

In regular inspections of ducts, it 
will be noted that some spots are 
subjected to heavier accumulations 
and abrasion. Clean-out doors 
should be placed so that these areas 
can receive more frequent cleaning 
than other, less heavily worked sec- 
tions. Often, it is necessary to ar- 
range for replacement sections at 
such places. 

Fire protection steps should be 


(Continued on page 45) 
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RAIN SUIT 






















Absolutely 
Offers waterproof 
finest d 
oll-weather Phas 
protection. windproof 


|. Patterned 
roomy to be 
worn over 
& regular 
clothing. 





Consists of coat, 
pants and de- 
tachable hood. 
Double texture 
fabric with a 
sheet of solid 
rubber vulcan- 
ized in between 
assures water- 
proof qualities. 
Olive drab color. 
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INDUSTRIAL PRODUCTS COMPANY 


2830.N. FOURTH STREET - PHILADELPHIA 33, PA. 
















BEFORE 


YOUR COST DEPENDS ON THREE 


FACTORS 


O Using the correct glove for the job. 




















© Proper stock control. A clean pair for a 
dirty pair. 
© Salvaging by proper cleaning, repair. 


Wash-Rite specializes in “Rite-to-Wear” 
gloves for every job. Complete stocks. Im- 
mediate shipment. We have assisted many 
of the country’s largest industries in setting 
up a money saving glove control system. 


“Wash-Rite” is exclusively engaged in the 
correct and scientific cleaning, sterilizing, 
repairing, reshaping and processing of 
industrial work gloves, aprons and other 
protective clothing. 


REDUCE YOUR COSTS WITH “WASH-RITE’S” PROVEN 
SERVICE. SEND US A FREE TRIAL ORDER TODAY! 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, INDIANA 








CAN ASPHYXIA 
STRIKE WORKERS 
IN YOUR PLANT? 


Crushing accidents . . . severe electrical 


shock . . . heart attacks . . . heat suffo- 
cation monoxide poisoning 
smoke suffocation . . . drowning. . . 


and other forms of asphyxia can strike 
down workers in your plant no matter 
what you make. Industrial experience 
has shown that accidents involving 
asphyxiation can occur despite the most 
carefully laid safety precautions. And 
when a worker stops breathing, time and 
death will not wait for haphazard rescue 
efforts. 





SAVE WORKERS LIVES 
COMBAT DISABILITY 
with an 
E & ] RESUSCITATOR 


YOU HAVE A _ RESPONSIBILITY to 
protect your workers from  asphyxial 
hazards, to prevent loss of man-hours, 
and to minimize company liability for 
death or injury. 

YOUR BEST PROTECTION when as- 
phyxia strikes is the automatic resuscita- 
tion action of an E & J Resuscitator. 
This life-saving instrument breathes for 
those who are unable to breathe for 
themselves. Through a face mask it in- 
troduces oxygen into the victim’s lungs 
and exhales for him. Because it auto- 
matically adjusts itself to lung capacity, 
the E & J Resuscitator is as safe for a 
baby as it is for your strongest worker. 
It is light and durable . . . one person 
can carry . . . Operates on its own oxygen 
power... is easy to use. See for your- 
self why this safe, efficient instrument is 
considered essential equipment by indus- 
tries, rescue squads and hospitals the 
country over. Send coupon below or write 
for a demonstration. There is no obliga- 
tion to buy but you owe it to your com- 
pany to see the resuscitator in action. 


The Breath of Life 


.«- RESUSCITATOR- 
ASPIRATOR- 





INHALATOR 


— & J MANUFACTURING CO. 
GLENDALE 1, CALIFORNIA 


g !o: E & J MFG. CO., Glendale, Calif. , 


() Please arrange an E G | Demonstration 


() Please send complete E & Jj literature 
Bname ........ ; , piscine ‘ 
ERRETEY  Sseticsecnsescecnin pcccnsenuan 5 

firm 

address e 
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Accidents in the Ylews... 


These accidents are taken from the pages of the nations Newspapers. They‘ve all happened—they didn’t have to! 








Buffalo, N. Y., Courier-Express: 

Three men were whirled to their 
deaths last night in a giant power- 
house turbine. They were Eugene 
Tremblay, Paul Lachance and Age- 
mar Bergeron. Their bodies were 
unmarked when 
removed and it 
is believed that 
they died as a 
result of the tre- 
mendous force 
with which the 
turbine revolv- 
ed. The men 
were working inside the turbine 
when it was accidentally turned on 
Frantic efforts to turn it off were 
made, but the brakes burned out 
and it was 90 minutes before the 
wheel stopped. 


Prevention: 

Before any maintenance work is 
attempted on machinery, the power 
supply should be turned off and 
locked. Provisions should be made 
to secure all machinery switches in 
the off position to guard against 
accidental starting. Standard signs 
using approved safety colors should 
be conspicuously posted to advise 
that the equipment is down for re- 
pairs and must not be started. 


a 


McAlester, Okla., News-Capital: 

Walter S. Vilott, 65, Katy car 
foreman, suffered the possible loss 
of both feet today in an accident at 
the yards. Vilott was knocked be- 
neath the wheels of a freight car 
while connecting 
the air hose 
coupling between 
two box cars. 
The train, which 
moved only a 
few feet, threw 
Vilott onto the 
tracks and the 
wheels passed over both ankles. 
Attending physicians said this after- 
noon that the injury may require 
amputation. 





aa 





Prevention: 

This accident is the result of poor 
teamwork. Complete understanding 
between crew members can prevent 
moving equipment unless all men 
are accounted for. Uncoupling air 
hoses should be done while the 
worker is on the footboard of the 
car. As this is not always possible, 
great care must be taken by the 
signaler to see that all workers are 
standing clear before moving cars. 


» 


Topeka, Kans., Farmer: 

Erasmo Garza, 34, of Arredondo 
Transfer Co., was killed when a 
5,000 lb. iron pipe coil fell on him 
Thursday afternoon. Garza was 
supervising the 
unloading of 
three coils near 
the Acme 
Freight Co. 
warehouse. The 
first two had al- 
ready been un- 
loaded, and the 
third was being unloaded when the 
truck winch broke and the 20 foot 
long coil was hurled at Garza, pene- 
trating his stomach. Surviving are 





his widow and three small children. 


Prevention: 

A supervisor has two primary 
duties, both of which this unfortun- 
ate man ignored: first, he must 
check the equipment used by his 
crew to make sure that it is service- 
able; second, he is responsible for 
placing his men out of the danger 
zone, should an unforeseen mishap 
occur, and he should then locate 
himself—also out of danger—where 
he can view the entire job. 


® 


Herndon, Kans., Non Pareil: 
Funeral services were held yes- 


terday for James H. Pursley who 
was accidentally electrocuted at the 
municipal ice plant. Pursley came 
in contact with the electricity when 
a faulty motor connection ener- 
gized a pool of water at a point 
where the youth took hold of a 
water pipe. 


Prevention: 

Water accumulations, as well as 
grease and other signs of poor 
housekeeping, should never be per- 
mitted. Had he been wearing rub- 
ber, or other non-conductive soled 
footwear, this young man would 
still be alive. 


* 


Humboldt, Tenn., Courier: 

Erby T. Farrell, 32, was fatally 
injured Tuesday morning when a 
portable conveyor toppled over and 
crushed him 
while he was at 
work at the B. 
C. Jarrell & Co. 
plant. He was 
rushed to the 
Oursler Clinic 
for treatment, 
where examina- 
tion showed that he had suffered a 
fractured skull, concussion and frac- 
tured hip. He passed away about 
10:30 a.m. 





Prevention: 

By far the greatest accident haz- 
ard—regardless of type of work—is 
the temporary work area. In this 
case, the portable conveyor was not 
the cause, but improper use of it 
was. Rigid supports should have 
been provided, rather than make- 
shift devices. No matter how brief 
the work done in such areas, full 
safety precautions must be taken. 
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taken if the original installation did 
not make adequate provision against 
this danger. All collector envelopes 
and tubes should be fireproofed. 
Baffle plates and spark screens in- 
stalled opposite the inlet to cloth 
collectors will prevent fires at that 
end of the system; while correct 
nozzle arrangement at the hoods 
will stop flames there. 


Fans should be checked weekly. 
Look for signs of vibration, defec- 
tive bearings, belt slipping (all belt 
drives should have take-ups) and 
corrosion. Asphalt paint protection 
against the latter should be applied 
to the blades and maintained in the 
same manner that the ducts are. 


LUCKEY RETURNS 
TO DOCKSON 

E. N. Luckey, well-known in the 
industrial safety field for 28 years, 
has been appointed general sales 
manager of the Dockson Corpora- 
tion, Detroit manufacturers of weld- 
ing and safety equipment, according 
to H. E. Piggott, general manager. 

For ten years prior to 1942 Mr. 
Luckey was a top-ranking salesman 
for the Dockson Corporation, and 
until rejoining Dockson in January, 
1950, he operated his own business. 
Industrial Safety Equipment Com- 
pany in Baltimore, Maryland. 

















Safeguard 
) Eyesight with HAWS 


Eye-Wash Fountains! 


Swiftly washes chemicals* from workers’ eyes 


When an accident involves chemicals 
in a workman’s eye, instant action is imper- 
ative! HAWS Industrial Eye-wash Fountains 
— installed in your plant— provide immedi- 
ate first-aid which may save his eyesight. 
This protection can be provided for a few 
cents per worker. 


*and all foreign particles 





Install this valuable safety equipment NOW 


@ Available with instantaneous 
drench-shower for decontaminating 
clothing and the entire body. 





WRITE, today, for complete information! 














HAWS DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
Agents and Sales Representatives in All Principal Cities ‘ 








DUNKING STATIONS! 


Answer Your Plant 


Smoking Problems 





Unit No. 2 for mounting on 
walls, columns and posts. 

Unit No. 1, (not illustrated) 
same as unit No. 2 but with 
upright and base for use on 
floors, aisles, etc. 


fand for illustrated folder 
which gives complete details. 








STANDARD INDUSTRIAL PRODUCTS CO. 


1710 Main Street, Peoria, Illinois 





APRIL, 1950 





me Uisles tor GREATER SAFETY 


NEW M-B 


ELECTRIC OR GAS DRIVEN 


5-S MARKER 


Save both time and money strip- 
ing your factory aisles with this 
new M-B MARKER. As simple to 
operate as any spray gun. Re- 
duces a one-hour handpainting 
job to twelve minutes. Lays down 
clean-cut, long-lasting lines. Paints 
to within fraction of an inch of 
walls or side obstructions. Marks 
smooth or rough surfaces. 


Automatic relief valve assures 
complete safety .. . eliminates 
need for making adjustments. No 
gauges, regulators or superfluous 
pipe fittings. Quickly convertible 
to an all-purpose paint sprayer. 
Machine is easy to clean after 
job is finished. Write for new 
M-B Marker Bulletin. 








M-B 5-S Marker with % h.p. Air-Cooled 
Engine, Compact. Lightweight. 


MEILI-BLUMBERG CORP., Box 210, New Holstein, Wis., U.S.A. 


INDUSTRIAL MARKERS | 


A-5756-% 
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Full of applica- 
tions, specifica- 
tions and engi- 
neering data that 
will help solve 
your grating prob- 





ma 


Send for your copy 
TODAY  wHateVER your 


grating problem ... flooring, cat- 
walks, stair treads, bridge surfacing, 
sidewalk doors, subway gratings, or 
any of the hundred and one uses for 
any industry ... you'll want this big 
new Bulletin for complete informa- 
tion on construction details and a// 
the advantages of Blaw-Knox Steel 
Gratings. Ask for Bulletin 2296. 


BLAW-KNOX DIVISION 


of Blaw-Knox Company 
2109 Farmers Bank Bidg., Pittsburgh 22, Pa. 


BLAW-KNOX 


BLAW-KNOX 
ELECTROFORGED 
STEEL STAIR TREADS 





Designed for tremendous 
strength against impact. 


Available with rolled 
diamond checker plate 
nosing (illustrated); 
twisted crossbar nosing; 
or abrasive nosing. 


ELECTROFORGED STEEL 


GRATING 


Literature Featured In Ads 


The publications listed below are available without 
charge. Circle the number of the items on the 
postage-free reply card and mail it. 


A-1 ... Wiesman Mfg. Co. has published an attractive 
folder on its guide pin covers to protect die and press 
men. 


A-2 ... Industrial Products Co. offers two bulletins, one 
describing utility rain wear, the other on traffic signs. 


A-3 ...A full line of finger and hand protectors is illus- 
trated in Olympic Glove Co.’s new catalog. 


A-4... The safe way to use steel stamps is described in 
data sheets SR-1, published by M. E. Cunningham Co. 
A-5 ... American Ventilating Hose Co. will furnish data 


on correct selection and use of exhaust system hoses. 


A-6 ...A grating and stair-tread catalog, including 
specifications and data can be obtained from Blaw- 
Knox Co. 


A-7 .. . Complete information on first-aid faucets for 
eye injuries is offered by Haws Drinking Faucet Co. 
A-8 ... Time and money savings in marking aisles are 
explained in Meili-Blumberg’s new marker catalog. 


A-9 ...E & J Mfg. Co. will demonstrate resuscitation 
equipment, or furnish literature on it. 


A-10 . . . How to keep floors safe and clean is detailed 
in information offered by Durable Mat Co. 
















New Worker Comfort . 
in This Elastic Knit-Lined 
Neoprene Glove 


This Stanzoil Du- 
plex NL-34 is designed 
expressly for, and is sold 
only to, industry. Elastic-knit 
lining stretches with every hand 
movement, gives new worker com- 
fort and protection, more freedom than 
old-style flannel linings. Slip on and off 
easy as a cloth glove. Non-slip finish holds oily objects 
in a sure grip. Chocolate-brown DuPont Neoprene re- 
sists damage from oils, acids, caustics. Stanzoil NL-34’s 
give you comfort and protection at lower cost per hour. 
Sizes small, medium and large. Larger Duplex Gloves, 
Catalog No. NL-42 and NL-52. Ask your supplier or 
write for informative catalog today. 


Synthetic Rubber Division 






The Pioneer Rubber Company 
643 Tiffin Road Willard, Ohio, U.S. A. 
Los Angeles, California 


OVER 77) Years OF QUALITY GLOVE MAKING \ ry * 
One 


46 








FLEXAUST 


For 


@ VENTILATION 
@ DUST CONTROL 
@ FUMES 


SPIRAL-REINFORCED HOSE 
Light, Strong and Very Flexible 


Flexaust is of proven suitability for a 
wide variety of suction and pressure uses 
in ventilation, fume and dust control. 
Extremely easy to install—efficient and 
economical in use. 


SIZES 4” to 24” dia. 
Various Flexaust types, accessories, and 
other hose types also available: 


@ BIOFLEX Non-reinforced collapsible 
hose 

© PORTOVENT Ring-reinforced retract- 
able hose 





Write for full descriptive data and prices 
AMERICAN VENTILATING HOSE 
COMPANY 


Dept. OH, 15 Park Row, New York 7, N. Y. 
Plant: Amesbury, Mass. 


OCCUPATIONAL HAZARDS 


(ih cdl 


ae 


Rn a ee escoeut am 4 





acne ae 9 a 





VA YI 


- 











































A-11.... Hood Rubber Co. will supply an illustrated cat- 
alog showing plastic coated gloves for all uses. 


Is 


wae! ant i al na ln EM 


A-12 ... Free posters to bolster your foot safety cam- 
it paign are offered by Safety First Shoe Co. 
ie A-13 ... Free trial of safety gloves recommended for 


your specific needs is offered by Edmont Mfg. Co. 


A-14 ... Millburn Co. will send a free sample pair of 
Plyglov plastic gloves on request. 


A-15 . . . How to change dust collection problems to 
safer production is explained in Peters-Dalton bulletin 
101. 

A-16 ...A handy vestpocket notebook for safety men 


is offered on request by Chicago Eye Shield Co. “PEP-UP” Impregnated 
(controlled dissolving) 


A-17 . . . Details on eliminating fire and fall hazards 
with Zorball grease absorbent are offered by Wyandotte ye TABLETS are pro 
Corp. uced by an exclu- 
sive patented process 
A-18 .. . A free sample of Lan-O-Kleen, lanolin con- which forms a com- 
taining hand cleanser, is available from West Disinfect- plete coating around 
ing Co. h 
each crystal of salt. 
| A-19...How wet water cuts cleaning costs by stopping The controlled dissolv- 
dust is explained in literature available from the Aqua- ing releases some salt 
dyne Corp. Also explained is the method by which immediately, which in- 
plants can install a “Wet Water” system for $1.00 per ts It 
year. sures quick salt re- 


. placement, but not in 
A-20 ... A free demonstration kit for trying No-Slip sufficient quantities to 
floor coating is available from Time Saving Specialties 


“PEP-UP” Tablet 
on request. cause nausea. PE ablets come 


to you in sanitary fac- 
A-21 ... Bulletin B, offered by A. C. Davenport, gives tory-sealed Dispen- 
complete information on Safety Director Bulletin sers at no extra cost. 
Boards. 


i ~ 4, ‘ . 
| 
A-22 ... Complete information on plastic eye protection U NITED OTATES SAFETY SERVICE Co 
/ and other respiratory and eye protection is available in 
— } Willson Products’ new catalog, sent on request. KANSAS-CITY 6, MO.+ BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 
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Order Yours Today! 


The New 


**SET-RITE”’ 
STEEL STAMP 
HOLDER 





eS 


DAV-SON CORK-BACKED 
BULLETIN BOARDS 





DAV-SON indoor and outdoor style Bulletin 
Boards provide attractive displays for up-to- 
the-minute announcements and posters. Your 
choice of hardwood or metal frames, with or 
without locking glass doors, illuminated or 
non-illuminated. 








“THE SAFETY DIRECTOR” 


Flashing display isa constant warning to 
employees to avoid accidents. Change- 
able letters permit timely safety mes- 
sages to be set up as often as required. 
Definite improvement in safety records 
has been noted in plants using “The 
Safety Director.” 

Write for complete information re- 
garding DAV-SON — Cork Bulletin 
Boards and Directories and the famous 
“Safety Director.” —-* 


NNINGHAM Co gre 
& 


SAFETY STEEL STAMPS A. C. DAVENPORT & SON, INC. 


ESTABLISHED 1932 
91 East Carson Street + Pittsburgh 19, Pa. 























For Safe, Clear-Cut Marking 


of Round, Square, Flat and Other Shaped Products 


You’ll want to standardize on ‘‘Set-Rite’’ Holders once you 
try this safe way of using steel stamps. They provide maximum 
safety—accurate marking. Made in a wide range of sizes to 
suit your needs. Write for quotation today. 


Write for Data Sheets SR-1 








311 NM. DESPLAINES ST., CHICAGO 6, ILL. 








APRIL, 1950 














SAFE FLOORS! 


At last! A hard, 

long wearing finish 

with high gloss and 
MAXIMUM SLIP RESISTANCE! 


CONTAINS 
ABSOLUTELY 
NO 


WAX 





Accidents due to falls on waxed floor 
surfaces have long been a serious 
problem in business and industry. No- 
Slip, a thoroughly tested floor coat- 
ing, now overcomes this problem and 
provides a safe, lustrous finish which 
is easily applied and inexpensively 
maintained. 


Write today for free demonstration kit 
and literature. 


TIME-SAVING SPECIALTIES 
706 New York Life Building, Dept. 1 
MINNEAPOLIS 2, MINNESOTA 








Guide Pin Covers 


PROTECT OPERATOR 
AND GUIDE PINS 


Effectively guard 
against injury to op- 
erator, die and press 
on operations where 
bushings leave the 
guide pins. Protect 
pins and bushings 
from chips and dirt 
when entire pin and 
bushing are covered. 
Inexpensive, easy to 
attach, 








Felt Oiler Ring in 
top units provides 

POSITIVE 
lubrication. 









‘ ; d 
| So. WRITE TODAY FOR DESCRIP- i 
i TIVE FOLDER AND PRICE LIST § 
’ i 
§ Name i 
5 r 
§ Address a 1 
) i 
‘ Title —___— § 
¥ A 





Wiesman Manufacturing Co. 
33 South St. Clair Street © Dayton 2, Ohio 
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ALL METAL 


DURABLE 
CONSTRUCTION 


HIGH 
VISIBILITY 


The 
SILENT 
WATCHMAN 


Standard equip- 
ment with many 
electric service and 
telephone compa- 
nies .. . High visibility. 19” wide 
by 30” high. Folds compactly for 
storing. Double faced sign plate as 


illustrated. 
Send for Bulletin M-40 A 








INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH STREET + PHILADELPHIA 33, PA 











STAY JOB 


with 
MOXSAN FINGER PROTECTORS 


Moxsan protects not only the front of fingers, 
but both sides with durable leather that’s 
seamless on all wearing surfaces. Elastic web 
back provides cool, comfortable fit. Tapered 
cut gives freedom of movement. Essential for 
handling rough or sharp articles, for buffing, 
grinding, sanding, polishing, punch press work 
and hundreds of other jobs. Fits all fingers. 
Available in 3 types of leather for men and 
women: heavy duty (7394), medium duty 
(8384), fine work (9346). 

Send 10c for sample or $6.48 for a box of 
72... today! 


FREE 


OLYMPIC GLOVE COMPANY Inc. 


Ave., Dept. 16, New York 16,N 


Special circular illustrating full 
line of finger protectors a 
illustrated catalog of sa 
work gloves and safety apparel 


Madison 
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Inadequate vision is often unsuspected until Workers who are fitted with BEL Safety Eve- 
discovered and corrected. Be sure that none of wear, incorporating professionally-prescribed 
{ your employees is being penalized by trying to correction lenses for their jobs, have benefit of clear { 
work with unsafe inefficient vision like this. sharb vision like this. Safer... more efficient! 


SAFE/EYES? 





— ik ag HENDEY MACHINE 


. FYE SAFETY is a rwo-in-ONnE program = 


U.38.A. 
Industry- wide figures show that fully 50% of workers 
need eyesight correction if they are to have clear vision. 
Without it they can work neither efficiently nor safely. 
Your Bausch & Lomb distributor will help you build your 
eye safety program on the basis of protection plus correction. 
Protection against the hazards which can cause costly eye 
accidents. Correction lenses professionally prescribed 
where needed. Your reward will be a better safety record 


and a better production record. 


® 





Write for a copy of the Bausch & Lomb catalog on indus- 
trial eyewear. It includes a highly informative discussion of 
the theory and design of protective industrial eyewear. It 
also describes the complete line of Bausch & Lomb Occupa- 
tional Eyewear, the eyewear built to the highest quality 
standards in the industry. Bausch & Lomb Optical Co., 
745-P St. Paul St., Rochester 2, N. Y. 
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‘Nw Busines! 


WHAT WILL THE 1950 CENSUS 
DO FOR YOUR BUSINESS 2 


CONSUMER MARKET INFORMATION 
The 1950 Census will provide a huge amount of informa- 
tion about the characteristics of the consumer market. It 
will tell you what kind of income groups live where... 
what they have and what they need in the way of com- 
modities from automobiles to television sets down to 
plumbing fixtures. The Census is an accurate survey of 
economic conditions in your market area. It will not only 
tell you where your customers are, but what they need 
that you have to sell them! 
It will show where improved transportation and shipping 
facilities are needed . . . better harbors and waterways 
. stepped-up Public Service. 
That is why the 1950 United States Census is vital to your 
! 


business! 


COOPERATION 

You know that the Census-Taker is not just “counting 
heads.” He’s actually making a survey of existing condi- 
tions in industry, business, employment, housing, educa- 
tion. You know census information is as confidential as 


the vote you cast! Because you know all these things 


you'll cooperate with the Census-Taker in every way when 


he calls on you. 


WHAT ABOUT THE OTHER FELLOW? 


But! What about the people who work for you? The man 
in the shop . . . your own secretary . . . the fellows in the 
shipping room. Do they know all this about the Census? 
Chances are some of them do, so the idea is to get the 


right information across to those who don't! 
& 


WHAT’S THE BEST WAY? 
If it’s possible, call everyone together and talk about it 


. ask questions . . . exchange ideas. If your outfit is 


too big for that, direct a Census information memorandum 
to all your employees. Post information on the bulletin 
boards. Run a Census story in the company house organ. 
Talk about it. Every way you can. . . get the people who 
work for you to cooperate with the Census. 


WHAT DOES THE 1950 CENSUS MEAN TO 
YOUR EMPLOYEES? 


Better schools . . . school buses . . . school lunches. It 


means finer roads, bridges and highways . . . increased 
transportation facilities . . . improved safety regulations. 
It creates more efficient Public Service and furthers ade- 
quate distribution of utility services such as telephones, 
gas, water and electric power. It will help your commu- 
nity plan better parks, playgrounds, recreation areas and 
housing. It will mean higher living standards and accurate 
congressional representation. The Census is everybody's 
voice in America’s future! 


YOU OWE IT TO YOURSELF... 


Mister Businessman . . . to your business and your com- 
munity! Put your efforts behind the 1950 United States 
Census for an even better country to live in. . . the best 


country to do business in! 
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Like other American business firms, we believe that business has a responsibility 
to contribute to the public welfare. This advertisement is therefore sponsored by 


OCCUPATIONAL HAZARDS 


1240 ONTARIO 


CLEVELAND, OHIO 





